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Mid-Continent 


Keeps Its Eye 
On New Fields 


BULLETIN 


Illinois’ new production av- 
eraged 67,450 barrels daily last 
week, an increase of 5500 bar- 
rels. 


By LAWRENCE E. SMITH 


TULSA, Sept. 10.—Attention 
continues to turn to Illinois, 
where 92 new operations showed 
up on the drilling reports in 
one week’s time as of Sept. 7. 
This is more than the combined 
total of new starts in Okla- 
homa and Kansas for the same 
period. 

Most of the current interest 
is in the shallow sand play in 
Fayette, Marion, Clinton, Wash- 
ington and Jefferson counties, 
at the west side of the south 
central coal basin. 

High spot of the week was 
the wildcat of Henry Rosenthal, 
Wichita, Kans., and others, in 
30-6N-3E, Marion county. It 
was referred to as a five-mile 
southward extension of the 
Louden pool of Fayette county, 
but it is not precisely that. Its 
pav sand is the Stein, found at 
1600-22 feet, higher in the geo- 
logical section than is the 
Bethel sand which produces in 
the Louden pool. 

Its importance could not be 
appraised accurately as_ the 
week closed, as production test 
had not been made. The hole 
filled 1100 feet with oil in 3% 
hours, indicating fair pressure. 
The test is five miles south of 
nearest production in the Lou- 
den pool. The latter is already 
proved for a 12-mile stretch 
north and south. 


New Trunk Line In Illinois 


The most important event in 
the immediate future, market- 
wise, in Illinois, is the new 
trunk pipe line of The Texas 
Pipe Line Co., now considered 
assured. Surveys were com- 
pleted several weeks ago and 
reports in the trade are that 
contract will soon be let. The 
line will be 80 miles long, run- 
ning from the Centralia area 
to Lawrenceville, Ill., where 
Indian Refining Co., subsidiary 
of The Texas Corp., has a re- 
finery. First 60 miles, going 
east, is to be eight-inch and the 
last 20 miles, 10-inch. Oil from 
fields in Wayne and Clay coun- 
ties will be put into the line, 


(Continued on page 17) 
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iva Weight Case ‘Madison Oil Cases 
| Set For Argument 

| 
| 


Before ICC Group | 


By Teletype 
| 
| 


N. P.N. News Bureau 
VASHINGTON, Sept. 13. — 
The weight of gasoline case has 
been assigned for oral argu- 
ment on October 21 before Di- 
vision 2 of Interstate Commerce 
Commission, following filing of 
exceptions by active complain- 
ants to Examiner Disque’s re- 
port, in which he recommended 
that the present’ estimated 
weight of gasoline for determin- 
ing rail freight rates (6.6 
pounds per gallon) remain un- 
changed. 

Complainants contend that 
gasoline weighs less than the 
estimated weight used and ask 
that, for determination of 
freight rates, a weight be used 
which is more nearly in line 
with the actual weight. 


New Blood Injected 
In Alky-Gas Group 


NEW YORK, Sept. 13. - 
organization of the power al- 
cohol industry, which included 
the election of John O. Young, 
co-founder of Young 
Inc., 


y 
te. 


Rubican, 
advertising agency, as 
president of The Atchison Agrol 
Co., is announced by W. W. Buf- 
fum, Sr., general manager of 
The Chemical Foundation Inc., 
and chairman of the board of 
the Atchison company and the 
Chemical Foundation of Kan- 
sas. 

The reorganization, Buffum 
said, will cement the progress 
already made in the power al- 
cohol industry and open the 
way for additional production 
of Agrol, a motor fuel blend of 
gasoline and alcohol made from 
farm products. The Atchison 
company is now operating as 
a commercial organization in 
every respect, it is said. 

Other officers of the Atchison 
company are Frank L. Robin- 
son, vice president in charge of 
farm relations and John N. 
Ledbetter, Jr., vice president in 
charge of sales. 

The Kansas Chemical Foun- 
dation, headed by Leo M. 
Christensen, will act as con- 
sultant for the firm and will 
continue research on the use 
| of other farm crops in industry. 


Given to New Judge 


MADISON, Wis., Sept. 10. — Federal Judge Patrick T. 
Stone has just about washed his hands of the Madison oil cases. 
Another federal judge — District Judge Walter G. Lind- 
ley, of Danville, [ll., an appointee of the late President Hard- 


ing — 


Because of “pressure of 


will take up where Judge Stone leaves off. 


business” on Judge Stone’s 


docket, Circuit Judge Evan Evans designated Judge Lind- 
ley to try defendants remaining in the two Madison oil cases, 

Meanwhile, there has been a postponement in the trial, 
set for Sept. 26, of the 18 defendants convicted last January 
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Illinois Fields 
TULSA Rapid-fire devel- 
opments in new Illinois fields 
capture interest of the Mid-Con- 
tinent as production soars to 
near 70,000 barrels daily. Page 
9. 


* * a 


Anti-Trust Suit 

TULSA—State Attorney Gen- 
eral McCraw announces he will 
go ahead with trial Oct. 3 of 
the seven-year old Texas anti- 
trust suit against 15 oil com- 
panies and two oil trade asso- 
ciations. Page 19. 


* * * 


Truck Safety Rules 

WASHINGTON — ICC has 
set down for hearings in Octo- 
ber its safety regulations for 
all tank trucks hauling petro- 
leum products in interstate com- 
merce. Page 20. 

* ® * 


Texas Proration Hit 


TULSA — Texas proration is 
in federal court again with a 
producer charging drainage by 
a neighboring small-tract well. 
Page 10. 

* * * 
Oil and War 

WASHINGTON — U. S. may 
supply oil to “Allies of 1938” in 
event of European War; sources 
of supply for European powers 
are analyzed in story on Page 
11. 


x * * 
New Madison Judge 
MADISON — Federal Judge 
Lindley, Danville, [ll., appointee 
of President Harding, will re- 
place Judge Stone in trial of 
Madison oil cases; the Sept. 26 
trial has been postponed. Page 9. 


in the tank car case, to whom 
Judge Stone granted new trials. 

Judge 
Oct. 14 
ernment 


will 
Madison 


Lindley 
at 
and 


confer 
with gov- 
defense counsel 
regarding a new date for these 
retrials. 

Trial 


who 


of the 16 defendants, 
did not 


last June in the second 
Madison oil case, 


Dlead nolo con- 
tendere 
involving job- 
ber contracts, had been put over 
until after retrials of the tank 
car case defendants. Trial date 
of these 16 defendants is even 
more uncertain now, with date 
of the retrials unsettled. 

Judge Lindley will preside at 
both of these proceedings. 


Government Indicates Next Step 


Apparently, the sole remnant 
of the Madison oil cases, for 
Judge Stone to rule on, is the 
government’s motion that he 
rescind that part of his July 
19 order which dismissed the 
indictment against 11 defend- 
ants who were found guilty last 
January by the jury in the 
tank car case. 

Government counsel have in- 
dicated that, in event Judge 
Stone overrules their motion, 
they probably would seek a 
writ of mandamus from the 
circuit court at Chicago (of 
which Judge Evans is a mem- 
ber) to compel the Madison 
court to expunge his dismissal 
order. Failing in this effort, 
they may take it to the U. S. 
Supreme Court. 

Judge Stone’s ruling this mo- 
tion by government counsel 
may not be forthcoming for a 
week or so. The judge’s father 
has been ill. 

Following is text of the an- 
nouncement by Judge Stone of 
the designation of Judge Lind- 
ley to try the Madison oil cases: 
“We have about four months 
of jury work ahead of us, most 
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jndge Stone’s Father vies attack On Texas Proration 
Charges Loss By Drainage 


MADISON, Wis., Sept. 13. = | 
—Patrick E. Stone, father =| 
of Federal Judge Patrick T. =| 
Stone, who tried the Madi- | 
son oil cases, died Sept. 11 
at Tomahawk, Wis., at the 
age of 83. U. S. District 


Judge Charles Woodward, 
Chicago, will fill Judge 
Stone’s place temporarily © 


during the court term at 
Superior, it is understood. 


| 
of which arises out of condem-| 
nation cases involving lands 
along the Mississippi River. 
These cases have been pending 
for some time and it is impera- 
tive that they be disposed of. 
Therefore, due to pressure of 
other business, Judge Evans has 
designated Judge Walter C. 
Lindley, of Danville, Illinois, to 
try the oil cases and Judge 
Lindley has consented. The case 
Sept. 26 has been ad- 
journed to Oct. 14 at which time 
Judge Lindley will have a hear- 
ing with attorneys at Madison 
to fix a date for trial.” 


£ . 
Set S01 


New Judge in Madison Case 


' and 





TULSA, Sept. 10. — Long 


dormant, the question of rec: | 


ognizing acreage drained by a 
well in the East Texas field as 


a factor in establishing allow-| 
able 
Sept. 7 by the Rowan & Nich-| 
a suit filed in, 


production was_ raised 
ols Oil Co. in 
the western federal district 
court of Texas, Austin division. 

Suit names the three Rail- 
road 


McCraw as 


their official capacities. Dan) 
Moody, former governor of 


Texas, Rice M. Tilley and Phil- 
lip Tocker are attorneys for} 
the plaintiff. | 
The proration order of Aug. | 
29, 1938, governing the East 
Texas field, is attacked and pre- 
liminary injunction against en- 
forcement of this or similar 
orders is asked. Plaintiff asks | 
that a three-judge court be con- 
stituted to hear the final trial | 
application- for interlocu- | 


* 


Commissioners of Texas, 
and Attorney General William 
respondents, in. 


| asserts that 





| tory injunction. 

The East Texas field has been 
prorated on straight potential | 
basis since April, 1933. Under | 
this method, a well on any) 
sized tract is given the same al-| 
lowable as any other well of! 
like potential rating, or capacity | 
to produce. When this method 
was adopted by the commission, 
replacing the former “flat al-| 
lowable” plan under’ which 
every well in the field was given 
the same daily quota, it was 
attacked, as all previous orders 
had been, but was sustained by 
federal court. 


Cites Small-Tract Well 
Rowan & Nichols company 
it owns a 24.99 
acre lease in Gregg county on| 


| which it has five wells. Pres-| 


ent allowable of each well is| 


|a little more than 22 barrels 


daily. Immediately south of 
this lease, says the petition, | 
R. M. Wood has a well on ap- 
proximately one-tenth of an 
acre and his well is permitted 
to produce 22.272 barrels, 
“which is as much as_ com- 
plainant is permitted to pro- 
duce from any of its five wells, 
although complainant’s lease} 





clared null and void, complain- 
ant fears that it will be sued 
by its royalty owners for dam- 
ages and for forfeiture of lease, 
because the present disparity in 
development and allowable pro- 


' duction will result in an alle- 


gation and contention that com- 
plainant has failed to properly 
develop and produce its lease, 
all of which is due to said order 
of the respondent commission,” 
the petitioner says. 

The Rowan & Nichols com- 
pany asserts that it has re- 
peatedly asked the commission 
to put an equitable plan into 
effect. Among remedial meas- 
ures asked was permission to 
drill 20 more wells on the 25- 
acre tract, so as to recover its 
fair share of oil, although the 


| company says, it does not need 
/more wells but more allowable. 


Implications of this suit are 
great and it has attracted wide 
attention among oil operators 
who have long contended that 
acreage should be a factor in 
proration. Hearing date had not 
been set by the court at the 
close of this week. 


Detroit Price Suits 
Postponed A Month 


DETROIT, Sept. 12. — Ex- 


seme 


Was Appointed By Harding 








N. P.N. News Bureau 


anti-trust investigation early in| 
CLEVELAND, Sept. 10. — 


the spring of 1936, presiding at’ 


comprises 25 acres, or one well; amination of three oil company 
to each five acres, and the| cases now before local courts 
amount of recoverable oil per | here, charging violations of the 
acre under said two tracts Oi ssctaha tote deni, Hie: ts te 
approximately the same, e law, have been 


Judge Walter G. Lindley, who 
has been designated by Circuit 
Judge Evan Evans to try the 
Madison oil cases, was appointed 
to the federal bench in 1922 by 
the late President Harding. He 
is listed in Who’s Who in 
America as a Republican and 
as a member of the Union 
League Club. 

Born at Neoga, Illinois, July 
12, 1880, Judge Lindley is a 
graduate of the University of 
Illinois. From 1904 to 1922, he 
practiced law at Danville as a 
member of the firm of Lindley, 
Powell & Lindley. He sits in 
the eastern judicial district of 
Illinois. 

Trial of the Madison oil 
cases, Which are based on in- 
dictments returned in 1936 by 
the federal grand jury for the 
western district of Wisconsin, 
even with Judge Stone out of 
the picture, will be held in that 
district, very likely in the same 
Madison courtroom, unless all 
parties agree to a change to 
another iederal district, it’ is 
understood. ; 

Judge Stone has been _ in- 
timately connected with the oil 
cases since inauguration of the 


and) ostponed for one month, pend- 
various hearings and legal pre-| thereby R. M. Wood is permit-| pos'P Bsiassi 
liminaries which were climaxed| ted, by the order of the com-| 
by the actual trial lasting nearly, Mission, to take complainant's | 
four months—a record length) Oil.” | 
for federal cases for criminal; The company asserts that the | 
cases in federal courts, if not) plan of prorating solely on the| 
for any court in America. potential capacity of wells, as 
ascertained by the commission, | 
| has brought about what virtu-| 
Although regarded as a New) = a Mg a sg8n, 
Dealer, presumably because of | UNGEr Which we Is are treated 
his appointment by President alike, disregarding such factors | 
‘ |}as sand thickness, structural 


Roosevelt to the bench in 1933, Pr Ae | 
egy etn : position, proximity of water and 
Judge Stone’s conduct of the oi] in place. | 


Madison trial has drawn com-| _,, ; ; ’ 
pliments for its “fairness” from Unless said order is de-| 
attorneys on both sides, both in 
and outside of the courtroom. | 

A few weeks ago, however, tank car market charges in the, 
Assistant Attorney General) indictment subsequently re- 
Thurman Arnold, in charge of | turned. 
the anti-trust division, in a|} Attorney General Cummings 
statement approved by the at- at the time asserted that the) 
torney general, blasted away at Madison district was decided 
Judge Stone for his July 19 upon after a survey showed 
ruling which dismissed the in- that conditions in the western 
dictment against 11 defendants district of Wisconsin ‘were un- 
(See N.P.N., Aug. 31 for text; der less pressure than some 
of Arnold’s statement). |other districts.” 

Choice of the Madison district Nearly two years later, be- 
as scene of the justice depart-| fore a congressional committee, 
ment’s grand jury oil probe oc- Robert Jackson, then in charge 
casioned considerable surprise; | of the anti-trust division, openly 
especially, as developed later, admitted that the justice depart- 
it was far removed from locale ment “picked” courts which it 


F.D.R. Named Stone 





of the conspiracy to raise the deemed favorable to its cases. 


ing an attempt by the prosecu- 
tion to obtain a stipulation of 
fact from the defendants which 
would shove the cases directly 


|into a higher court for a rul- 


ing. ' 

This was learned today from 
Ralph K. Garber, assistant 
prosecuting attorney for Wayne 
County, who is prosecuting the 
oil cases. The three cases, or- 
iginally scheduled for examina- 
tion to begin this week, all 
charge conspiracy in restraint 
of trade and unfair price dis- 
crimination. 

The cases and their new ten- 
tative examination dates are; 
the State vs. Gulf Refining Co. 
and B. F. Goodrich Co. Oct. 10; 
the State vs. The Texas Co. and 
B. F. Goodrich Co. Oct. 13; and 
the State vs. the Standard Oil 
Co. of Indiana and Citrin-Kolb 
Oil Products Co. Oct. 17. 

Garber intimated today that 
some of the defendants had ad- 
mitted following “certain prac- 


| tices” and added that, if these 


stipulations of fact can be made 
complete to the satisfaction of 
the prosecution, the postponed 
examination will be waived and 
the cases presented to a higher 
court, probably the state su- 


preme court, for a ruling. 
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Boom For American Oil Looms As Swords Rattle 





Heavy Call On U.S. Oil 


Is Seen 


By J. T. KELLOGG 
N.P.N. News Bureau 

WASHINGTON, Sept. 12. 
An European war, which -now 
appears almost inevitable, would 
probably “boom” the American 
petroleum industry, at least for 
a while. 

This is the opinion of observ- 
ers here and elsewhere, based 
on existing conditions. 

Some go so far as to predict 
that the present stocks of 
gasoline, now gradually being 
reduced from an earlier top- 
heavy peak, would be wiped out 
overnight in the event of an out- 
break, and that crude stocks, 
now at their lowest point in 15 
years, would likewise be re- 
duced appreciably. 
xoing further, these observ- 

say that this increased 
“take” from abroad will neces- 
sitate a speeding up of produc- 
tion and refining operations 
here, not only to fulfill domes- 
tic demand but to rebuild and 
maintain stocks against the 
eventuality of the U. S. being 
drawn into a conflict. 

What may come later, after 
the hostilities have ceased, is 
likened by some to the com- 
mon “hangover’,—speeded up 
production, increased operations 
in refining and all. other 
branches; reduced markets; 
mounting stocks. 


For all except the latter, the 
forecasters are able to cite 
pretty reliable facts, figures and 
precedents in support of their 
analysis. 


Oil Not a Munition 


ers 


In the first place, under the 
so-called Neutrality Act, oil is 
not an “arm, ammunition or 
implement of war” as defined 
in the act. It could be covered 
under Sect. Two of the law— 
the “cash and carry” provision 

which leaves to the president 
the selection of articles or com- 
modities which  belligerents 
must come after in their own 
ships, _pay for in cash, and 
carry away. However, this 
power has not been exercised 
in the case of oil in either the 
Spanish or Japanese conflicts. 

Let us turn for a moment to 
the tactics of war. One of the 
first moves of the supposed 
allies, Great Britain and France, 
would be to “bottle up” German 
shipping, as much as possible, 
in the North Sea. But Germany 
Says she is “self sufficient” for | 
petroleum products and other | 
War materials—although in 1937 
she imported over 5,000,000 bar- | 


| Peru 


If Europe Wars 


rels of crude, of which 1,838,000 
barrels came from the U. S. 

Italy, which would presum- 
ably align itself with Germany 
in the event of war, even 
more dependent upon the U. S. 
for crude, 3,434,000. of the 6,- 
550,000 barrels it imported in 
1937 coming from this country. 

Supplies Are Stored 

But, to get back to tactics, 
England controls both ends of 
the Mediterranean. could 
perhaps “take care” of Italian 
shipping as well as German. 
Where would that leave the 
“Central Powers” of 1938? 

Both Germany and Italy, of 
course, have been storing large 
quantities of gasoline, crude and 
other oils against war, whether 
it comes now or later. In addi- 
tion, both have been trying to 
develop synthetic motor fuels, 
although the Germans have 
progressed further along this 
line than the Italians, having 
produced an estimated 6,500,000 
barrels of gasoline through coal 
hydrogenation last year, it is 
reported. 

But neither has access to pro- 
ductive petroleum ffields, the 
nearest being the Rumanian 
fields, to the defense of which 
Russia is pretty certain to go if 
they are threatened. 


is 


She 





On the other hand, with the 
“Allies of 1938,” France and 
England, in control of the At- 
lantic Ocean, and with England 
possessing one of the largest 
tanker fleets in the world, it 
should be a simple matter to 
“ferry” tanker loads of crude 
oil, fuel oil, gasoline or what- 
ever is needed over to England 
and France from the Western 
Hemisphere—and from the U.S. 

Naturally, England will prob- 
ably take no oil from Mexico, 
under existing conditions result- 
ing from the expropriation of 
her nationals’ oil lands, and the 
U. S. “eash and carry” policy 
certainly will not interfere with 
her coming here. 

The U. S. was only a “medium 
size” supplier of England’s pe- 
troleum demands in 1936 and 
1937, Commerce Department 
figures show, but with the elim- 
ination of Mexico as a supplier, 
and other juggling which would 
result from an European war, 


she might be expected to be- 
come one of the major sup- 
pliers. 


France took a larger percent- 
age of her 1936-37 needs from 
the U. S. than did England, and, 
under favorable conditions 
which are expected to exist in 
event of war would probably 
continue—even if the “cash and 
carry” provision were invoked. 

Both England and France are 
reported to have built up large 
credits in this country, which 


could and would be used to pay | 


for oil and other supplies in case 


of war. However, government 
sources discount these reports 
as to credits by the govern- 


ments themselves, at the same 
time confirming them to 
short-term credits in this coun- 
try by private citizens of both 
France and England. 

The possibility that these 
short-term credits, which include 
bank deposits, bills of exchange, 
and almost every form of mod- 
ern money, may be held by in- 
dividual citizens at the request 
of, or as agents of, their gov- 
ernments, has been expressed, 
and, if war were to come, there 
is littke doubt expressed but 
that their governments would 
take over these credits. 

The 


as 


“cash and carry” 
sion, if invoked, would be an 
actual boon to the French- 
English alliance, as near as can 
be foreseen now, and would 
also augur well for the Amer- 
ican oil industry—at least for a 
time. Both these countries have 
the ships and, it said, the 
cash. 

This is especially true if the 
Italians are successful in cut- 
ting the “lifeline” of the British 
empire—the route through the 
Mediterranean, the Suez Canal 
and to the East. England would 
then be unable to tap the rich 
oil fields of Iran, Mesopotamia, 
where it has immense holdings, 


provi- 


is 


without going clear down 
around the Cape. How much 
(Continued on page 18) 





TABLE I 


Imports of Crude Oil, Fuel Oil and Gasoline, Into the United Kingdom, France, Italy, and Germany, 
by Principal Ceuntries of Origin, in 1936 and 1937 


(Figures in Thousands of Barrels) 


Country of Origin 


(Rarer rs eee 
Netherland West Indies .......... 
Ee a dibide ak Ci Rae eee ne 
Mexico 
EE <>) ow 6-3 eG Oa ee we A Ree ee 
Rumania 
Albania 
Total 


Country of Origin 


I sone aver Nacho aie bie eh add (eG oe 

Netherland West Indies 

aE aie <i ae are vs ei Bie oe 

Rumania 

8 4 4) Aree 

Pog a 
Total 


Country of Origin 


Nn itl wart ole wie a Sete Gi awl eal 
Netherland West Indies .......... 
Rerntaeee WHOS EIMGIOD occ ceccceccces 
eat he ea ae bs wd ea 
My PA Me a) s tones: wa Vite v Fa beh cae s 
Total Imports 





*Listed as “Other America” 


(A) Includes 3,433 from Rumani 


Crude Oil 


United Kingdom France 
7 193 





1936 193 1936 
4,205 3,373 cede ‘an 
3,035 3,740 eats : 
2,348 2,242 1,420 % 
2,252 2,079 23,154 3¢ 
1/905 2.370 3,554 
263 283 PSS Ge 
xe aooe 7,384 9,215 
2,306 2,734 
2,511 1,323 
14,621 15,141 43,949 45,191 
Gasoline 
United Kingdom France 
1936 1937 19: 193 
4,278 4,905 2,14¢ 2,069 
16,852 17,332 Sy dicate 
7,291 8,577 254 274 
2,430 2,170 2,292 p By 7 
1,262 1,478 mies oe 
2,309 2,074 win. ah angie 
36,233 38,748 5,010 5,297 
Fuel Oil 
United Kingdom France 
1936 1937 1936 1937 
3,770 3,880 367 762 
7,688 8,997 ath 
1,582 1,613 ace 
3,134 2,637 aa aera 
909 1,814 115 111 
coe gees 1,138 923 
19,358 20,151 2,647 4,180 


(than United States.) 


a. (B) Includes 2,795 from Rumania. 


Italy Germany 
1936 1937 1936 1937 
S828 1,595 eee 
90 105 
165 came osnae 
ae 416 1,023 
a ey awed 2,440 2,263 
517 3,434 905 1,838 
394 578 even acune 
90 217 209 
ate 386 ead ee 
2,196 6,550 4,027 5,124 
Italy Germany 
1936 1937 1936 i937 
306 489 1,370 1,295 
74 109 Ta 1,101 
210 757 463 372 
812 360 4,822 2,957 
1,786 2,206 11,260 8,945 
Italy Germany 
1936 1937 1936 1937 
1,061 1,299 equate 38 
78 366 hee eta 
oaths a gaa *2,348 *1,914 
710 489 116 112 
605 


272 eka ae cca 
7,986 (A) 7,949 (B) 2,527 2,635 
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“Sales Mean Jobs” Is Theme 
Of Motor Oil Campaign 





N. P.N. News Bureau 
TULSA, Sept. 12. — The Mid- 


Continent Petroleum  Corp.’s 
sales department this fall is bas- 


ing its pool-car motor oil cam-| 


paign on the National Sales- 
men’s Crusade and has adopted 
the slogan; “Sales Mean Jobs.” 

Each of the three station sales 
divisions has set up its own 
Pool-Car Campaign plan. As ex- 
plained by H. G. Ridley, man- 
ager of the wholesale depart- 
ment of the eastern division, 
Terre Haute, Ind.; “This cam- 
paign will be a pledge as sales- 
men to contribute our share 
toward national prosperity and 
particularly to the 2000 fami- 
lies in Tulsa and to the total of 
60,000 persons in 3000 communi- 
ties, including Mid-Continent 
employes, jobbers, dealers and 
in turn their families, who cur- 
rently 


the Mid-Continent Petroleum 
Corp. We join thousands of 
other salesmen over the coun- 


try in the National Salesmen’s 
Crusade to break the depres- 
sion and help insure their fu- 
ture livelihood and well being.” 

The company’s pool-car cam- 
paigns in the past have had a 
touch of humor, such as the 
Nudist Campaign, but Ridley 
states; “There is no humor in 
this campaign.” 

This company’s pool-car cam- 
paign is a drive by its salesmen 
and those of its jobbers to sell 
motor oil to farmers for delivery 
in the immediate future and at 
the same time to book orders 
for future delivery. For ex- 
ample, some of the orders taken 
this fall will be for delivery next 
spring. 

The original idea of the plan 
was to book enough business in 
each community to make up 
one or more carloads, and there- 
by make a saving on freight 
which would be passed on to the 
farmers. The currenf Mid-Con- 
tinent campaign, however, is 
primarily a motor oil sales 
drive for a period of 90 days, the 
farmer to be protected in event 
the price should decline before 
delivery is made. 

Virtually all the larger com- 
panies have campaigns similar 
to Mid-Continent’s and have con- 
ducted them annually or semi- 
annually for several years. 
These campaigns have been gen- 
erally referred to as _ pool-car 
campaigns, although Mid-Conti- 
nent has apparently held the 
name longer than the others. 

Each division of the company 
will have sales quotas, cam- 


enjoy a livelihood from. 


paign meetings and prizes for 
the best sales efforts and there 
will also be an_ inter-division 
territory contest. 

In explaining the “Sales Mean 
Jobs” theme of the company’s 
campaign, Ridley, says; “When 


Joe goes back to work, he'll! 


buy shoes again and then per- 
haps there will be other Joes 
put back to work at the shoe 
factory — and Joe will buy an- 
other refrigerator and Joe will 
buy another car. Joe will spend 
money again with his retailer 
and his retailer will in turn 
start spending money with the 
supplier and there will be a 
lot of Joes put back to work 
all over the country. That’s 
what we mean when we Say 
Sales Mean Jobs and Jobs Mean 
Sales.” 

“We all have a big job ahead 
of us’, comments Ridley, “and 
we must start selling principles 
and not just commercially. We 
must sell along economic and 
social lines. We must realize 
our responsibility not only to 
our own families, but also to 
society as a whole. Each one 








of us has a definite responsi- 
bility along these lines and 
must accept and face that re- 
sponsibility.” 

The Diamond Salesman’s Cru- 
sade, as this motor oil drive is 
| termed, began this month and 
continues through November. 


Oil Man In National Golf 
Tournament 


CHICAGO, Sept. 12.—Fuel oil 
has a representative in the na- 





tional amateur golf tournament | 


‘opening today at Oakmont 
Country Club, Pittsburgh, in the 
person of John Wagner of 
Kutten Brothers, fuel oil dis- 
tributors in Wilmette a Chicago 
suburb. Wagner, with a 144 at 
Kildeer Country Club, was sec- 
ond low qualifier in the Chicago 
area. 


O. P. M. A. Plans Fall Meeting 


COLUMBUS, O. —- Morning 
and afternoon business sessions 
will occupy oil men attending 
the Ohio Petroleum Marketers 
Assn. on Oct. 5, at the Hotel 
Ohio, Youngstown, but on Oct. 
6 they will tee off at the South- 
ern Hills Country Club for the 
annual golf tournament, D. G. 
Rice, chairman, announces. 
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N.APR. Features 


| ‘Marketing School’ 


| MILWAUKEE, Sept. 12. — 
| Headquarters of the National 
| Assn. of Petroleum Retailers 
/here is a beehive of activity as 
officers put finishing touches to 
the program for the sixth an- 
nual convention of the N. A. P. 
R. Sept. 27-29 at the Jefferson 
Hotel, St. Louis. 

A School of Marketing, con- 
ducted by Northwestern Univer- 
sity, will be the feature of the 
convention. This will include 
three lectures, one each on asso- 
ciation activity, record keeping 
and control and balanced selling, 
and effective merchandising. 
Profs. C. E. Willard, I. D. An- 
derson and L. A. Bosch are in 
charge of the school. 

_ A dinner-dance the evening of 
Sept. 28, with two speakers, will 
be the outstanding social event. 
There will also be a stag party 
by the Grand Knights of the 
Hose the evening of Sept. 29. 

Missouri Day has been desig- 
naied for Sept. 27, during which 
a state association will be or- 
ganized. 

Election of officers will take 
place on the 28th. 








Grease Institute Meeting Oct. 3-4 


Will Discuss Lubes From All Angles 





N. P.N. News Bureau 
CLEVELAND, Sept. 12.— 
Lubricants and greases will be 
considered from the standpoint 
of the chemist, the car manu- 
facturer, the industrial engi- 
neer, the oil man, and the con- 


sumer, when the National Lu- 
bricating Grease Institute 
meets at the Stevens Hotel, 


Chicago, on Oct. 3 and 4 for its 
sixth annual convention. 
The program for the meeting, 
just announced, is as follows: 
Address of Welcome — by 
George W. Miller, president. 


Hobnobbing With the Man on! 


the Street—by Frank W. Love- 
joy, Socony-Vacuum Oil Co., 
Inc., New York. 

Chemical and Physical Evalu- 
ation of Lubricating Greases— 
by Dr. W. A. Gruse, senior in- 
dustrial fellow, Mellow Insti- 
tute of Industrial Research, 
Pittsburgh; and Dr. H. A. Am- 
brose and W. A. Lutz, Gulf Re- 
search and Development Co., 
Pittsburgh. 

Rapid Methods for Determin- 
ation of Oil in Lubricating 
Greases—by R. R. Matthews, 
Battenfeld Grease and Oil Corp., 
Kansas City. 


Laboratory Methods of Eval- 
Kautf- 
man, Beacon Research Labora- | 


uating Greases—by G. 


tory of The Texas Co., Beacon, 
i ba te 
Hypoid Lubrication—by W. R. 
Griswold, Packard Motor Car 
Co., Detroit. 
Wheel-Bearing Lubrication 
Wheel Bearing Lubrication 
from the Manufacturers’ View- 
point—by Oscar Maag, Timken 
Roller Bearing Co., Canton, 
Ohio. 
| Wheel Bearing Lubrication 
from the Service Viewpoint— 
by W. P. Eddy, chief chemist of 
the General Motors Truck and 
Coach Co., Pontiac, Mich. 
Chassis Lubrication—by Dr. 
W. S. James, the Studebaker 
‘Corp., South Bend, Ind. 
Application Equipment 
Automotive Grease—by Charles 
Fine, Stewart-Warner Corp. 
Alemite Division, Chicago. 
Grease Application Equip- 
ment in the Industrial Field 
by Max J. Helmes, Lubricator 
Division, United American 
Bosch Corp., Springfield, Mass. 
Steel Mill Grease Lubrication 
by F. L. Gray, Carnegie-Illi- 
nois Steel Corp., Gary, Ind. 
Gear Lubrication from the 
Consumers’ Standpoint—by H. 
A. McConville, General Electric 
Co., Schenectady, N. Y. 
In conjunction with the pro- 


for 


gram there will be an exhibit by 
associate members of the In- 
stitute. According to the an- 
nouncement, those companies 
planning to exhibit are: Draper 
Mfg. Co.; Wackman Welded 
Ware Co.; Chek-Chart Corp.; 
National Enameling & Stamping 
Co.; Ohio Corrugating Co.; Wil- 
son & Bennett Mfg. Co.; Sowers 
Mfg. Co.; and the Stewart- 
Warner Corp., Alemite Division. 


Marketers Hold Golf Tourney 


LOUISVILLE, Sept. 13. — 
The Kentucky Petroleum Mar- 
keters Assn. eighth annual golf 
tournament was participated in 
by 64 oil men on Sept. 8 at 
Louisville, with Don Prather, 
Standard Oil Co. of Kentucky, 
winning low gross with a par 

equaling 72, according to Her- 
bert L. Clay, secretary. 

Other winners and. their 
scores were: C. W. Healy, 81; 
Ken Larmee and Ray Jones, 
82; John Downing and Middle- 
ton DeCamp, 84; and R. C. Ar- 
nold, 85. Handicap champion- 
ship was won by E. L. Heger, 
The Pure Oil Co., Cincinnati. 
Other handicap winners were: 
W. F. Schaetzly, M. A. Bauer, 
A. J. Snider, and Frank Deters. 

A sufficient number of prizes 
were contributed by 36 oil com- 


panies to prove a prize for 
every player. 
Routine business was con- 


ducted the first day of the fall 
convention, Sept. 7. 
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Make Your Fall Inspection Easy 


Use N. P. N. Guides to Greater 
Marketing Efficiency... 


A $3 TRIAL PACKAGE CONTAINS— 





25 N.P.N. Inspection Booklets for Service Stations 


230 questions, in 13 groups, So ar- 
ranged to make possible a quick 
check-up of the efficiency of all de- 
partments of a station and provid- 
ing a simple method of rating 
any type of station as to its effi- 
ciency. No engineering knowledge 
or experience necessary to use these 


forms. Anyone with alert eyes and 
an open mind can make an inspec- 
tion in a short time. 


The results of the inspection are 
quickly entered in this handy size, 
20-page booklet itself and the sta- 
tion rating as easily given. 


Inspection on N.P.N. forms can 
be made as entertaining as a game 
and are a ready, practical means to 
secure, and then protect, the Mini- 
mum Standards in operating sta- 
tions necessary for profits in today’s 
competition. 


5 N.P.N. Inspection Booklets for Bulk Plants and Trucks 


189 questions, in 13 groups, on 
bulk plants; 108 questions, in 9 
groups, on trucks and a rating sys- 
tem that will allow you or any of 
your men familiar with bulk plant 
or truck operations to inspect your 
plants and trucks for operating effi- 
ciency—to be sure these properties 
too are up to the Minimum Stand- 
ards for Profits that must be met 


2 Minimum Standards for Profits Booklets 


A compilation of costs in bulk 
plant, service station and truck op- 
eration the average oil marketing 
company must meet in competition 
today, made from the study of cost 
figures of many marketing com- 
panies large and small, with an ex- 


NATIONAL PETROLEUM NEWS 
530 Penton Bldg., Cleveland, Ohio 


in competition today. 

No engineering skill needed to 
make the inspections on - these 
forms— or to put into effect many 
of the changes they show neces- 
sary to improve plant efficiency. 

These three booklets have been 
prepared by expert marketers after 
exhaustive study of actual operat- 


planation of how these same cost 
figures can be worked out for in- 
dividual properties and trucks. 

A yardstick to lay alongside your 
own bulk plant, station or truck, to 
enable you to measure your operat- 
ing costs against those of competi- 


ing conditions and have been ap- 
proved by men actively engaged in 
operating Service Stations, Trucks 
and Bulk Plants. The booklets are 
a PRACTICAL MEANS TO RE- 
DUCE MARKETING COSTS—and 
are easy to put into actual use in 
the form in which they are now 
published. 


tors, whose costs you must meet, 
or better, to operate profitably in 
marketing today. 


A measure of operating efficiency 
in marketing published for the first 
time in this form. 24-page booklet, 
6 by 9 inches page size. 


Yes—send me your “Trial Package” of 3 Guides to Marketing Efficiency. Enclosed is check for $3. 


og oy ree errr re reer eee eT ree eee ee 


666 66S Oe 66S OHS EC OES HESS OHSS EEOES BOE RACE OCEEEHEETEER CENCE OSESEEEKEOET EEE 


oy ss ) Sere ee eer eT TPC REPT TET Te ee 


























14 NATIONAL PETROLEUM NEWS, WEDNESDAY, SEPTEMBER 14, 1938 








National Petroleum News 


Copyright 1938S by The National Petroleum Publishing Co. 
Trade Mark Registered U. S. Patent Office. 


Published every Wednesday by The National Petroleum Publishing Co. 


Warren C. Platt, Editor and Publisher 
V. B. Guthrie, Managing Editor 


FOUNDED 1909 - é 
@® Member of Audit Bureau of Circulation and @ 
Associated Business Papers, Inc. a 


Publication office: 1213 W. Third Street, Cleveland, O. 
Telephone, CHerry 7672 Cable Address, Plattoil, Cleveland 


NEWS BUREAUS 


New York, 50 W. 50th Street, Press Bldg., Telephone, NA- 
Telephone, COlumbus_ 5-1516 tional 0654. 
and 5-1517. Tulsa, Okla., 904 World Bldg., 
Chicago, Buckingham Bldg., 59 Telephone, 3-7132. 
E. Van_ Buren Street, Tele- Los Angeles, 610-A_ Hillstreet 
phone, Harrison 5901-2-3. Bldg., 815 South Hill Street, 


Washington, D. C., 1002 National Telephone, VAndike 2845. 








Subscription rate $3 per year in United States and Mexico; $4 in Canada; 
$4.50 Foreign Countries. Current copies 10 cents, except special issues; 
back copies more than two months old 20 cents per copy. 





Workers Don’t Benefit 
In Mexico’s Seizure 


As the truth keeps on coming out of Mexico finally, we 
all might well turn our attention to what is going on across 
the border, with a realization that here is a fair example of 
a political mob running wild with government—or mob— 
powers, and rapidly setting up a completely socialized state. 


Those of us in this country, yes, even in the oil indus- 
try, who want our government to step further into business, 
to reach down and regulate this or that detail, such as the 
number of service stations, prices, and so on, could well give 
close attention to how the so-called Mexican government is 
working out its new activities. Would you, a member of 
industry, like to be operating in Mexico right now? 


The seizure of oil properties in Mexico is only a natural 
consequence of what has been developing there for 20 years, 
plus, perhaps, the desire of enemies of Great Britain to de- 
prive her of needed petroleum supplies in the event of an- 
other world war. 


But taking just one point, the failure of the average in- 
dividual in this country to realize when he appeals to gov- 
ernment for some unusual help and interference in business, 
that government in the long run is going to act solely for 
the MOST VOTES, regardless of the complainant's particu- 
lar predicament. In Mexico, for instance, the oil properties 
were seized first and, seemingly, because the companies would 
not agree to fantastic new wage scales and working condi- 
tions. But it was not long before the government moved in 
on behalf of all the people, or perhaps on behalf of some of 
the higher-up ruling powers, deposed the workers as oper- 
ators of the oil properties and took charge. Some 6000 oil 
workers were let out, wages were not raised, as promised 
and, says a staff writer quoted from the New York Times: 


“Under a complete government control the workers are 
faced with consolidation of sales forces and of producing 
and pipeline units and with refinery shutdowns, with reduc- 
tion of personnel.” 


Not only this, but most of the promised reforms in Mexi- 
co have not and very evidently will not and cannot materialize, 


But this is not a dissertation on the whole story of the 
present Mexico but only to raise the point of what micht 
happen in these United States if we had licensing of service 
stations for instance? Would it be YOUR station that the 
powers-that-be would decide was unnecessary and would have 
to be closed? How else would our new rulers be able to re- 
duce prices to the consumer and prove the value of their ex- 
istence ?—WCP. 


Truth In Advertising 
Now Demanded By Law 


New and most stringent regulations are in effect today 
to enforce absolute and the bare truth in all advertising. 
These rules are formulated and enforced by the Federal Trade 
Commission as the result of the enactment of the Wheeler- 
Lea law at the last session of Congress, 


While the oil industry’s advertising did not figure in 
any way in bringing about the enactment of the law, never- 
theless there may be some oil advertising that will have 
to be modified one of these days. The commission has in- 
terpreted the new law as a requirement for absolute truth 
in advertising, not relative truth or approximate truth which 
has been forgiven heretofore by the courts under the head- 
ing of “puffery.” 


If yours is the “finest,” then that must be proved with- 
out qualification to the satisfaction of the commission, a 
rather sizeable task. A claim for what a product will do 
must be proved beyond all question of doubt. Oil companies 
at times have made some rather generous claims as to the 
“oreater mileage” their oil and gasoline will give, as to there 
being ‘more power” in their products, “freedom from engine 
trouble” and a multitude of other general and rather glitter- 
ing statements that came from the advertising copy writer's 
mind and the claims of the sales department rather than the 
laboratory. 


All such claims, unless they can be backed up by un- 
disputed proof, are out, according to the way the commission 
has been enforcing this new law in other lines. The com- 
mission might also be expected to give some attention to the 
claims of sub-normal price sellers as to their “savings” and 
particularly as to the exact accuracy of the claim of “direct 
from refinery to you”. 


The new law came about because of the flagrant flaunt- 
ing of the most impossible of claims in the advertising of 
cosmetic houses, medicines, some foods, cigarets etc. in na- 
tional magazines. For years the conservative element of 
the advertising world had been trying to get their brothers 
to tone down their copy and stay closer to the shores of 
truth, but the lure of the dollar was too strong. Fake tes- 
timonials of high and low came to be the usual practice, 
strong claims of cures and definite statements of what “vi- 
tamins’”’ were to be found in all sorts of fool things, inelud- 
ing the “lift’’ that one is supposed to get from a certain 
brand of cigarets, brought in too many dollars from the gull- 
ible public to advertisers and advertising agencies and some 
publishers. So the deluge came and. now the advertising 
world has a law with a lot of teeth. It puts government in 
advertising without question; and there is no question that 
government could have been kept out of advertising if the 
advertisers and advertising profession had stuck closer to 
the truth. 


The rule today should be, better let both the legal de- 
partment and the laboratory take a long look at all copy be- 
fore it.is run. The oil industry has little to apologize for; 
but, today, oil cannot afford to take any chances. We will 
sell just as much gasoline and oil without the “hooey.”—WCP. 
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High Public Service Achieved 


By Oil In Supplying Motor Fuel 


ATLANTIC CITY, Sept. 13.—| 
The great the oil in- 
dustry performed on _ be- 
half of the public, in supply- 
ing motor fuel in adequate vol- 
ume at all times, at decreasing 


service 


hac 
nas 


prices and in constantly increas- 
ing quality, was dwelt upon by 
Joseph E. Pogue of New York, 
vice president of the Chase Na- 
tional Bank, in a paper to be 
presented here Sept. 15 before 
the annual convention of the 
National Petroleum Assn. 

Presented in the 
factual study of statistics 
the relationship of 
motor fuel as a commodity to 
the consumer, the paper pre- 
pared by Pogue, entitled “Gaso- 
line and the Consumer,” pro- 
vides an answer to those who 
challenge the efficiency of the 
oil industry under private ini- 
tiative. 


form of a 
key 
reflecting 


In fact, in presenting his con- 
clusions, Pogue referred to the 
recent memorandum by A. A. 


Berle, Jr., an assistant secre- 
tary of state at Washington, 
who has been active in. pro- 


gramming the New Deal, Sent 
to the O’Mahoney monopoly in- 
vestigating committee as pro- 
viding a formula for sizing up 
corporations and their place in 
the economic world today. 


Pogue in his paper quotes 
Berle as stating in his memo- 
randum; “.... the only prac- 
ticable method of handling an 
investigation of the industrial 
system today is to assume that 
people are entitled to want 
what they actually do want and 
to define economic efficiency as 





TABLE 2 


Indexes of Quality of Motor-Fuel in the U. S. by Years, 1923-1937 


Per Cent of 


High Octane 
Constituents 
of Motor-Fuel 


Years Produced* 
2 eee ae arr ate 

1924 

1925 34.6 
ea ee ae 41.1 
Mig. Giinaiate cree Rota eee eal ane 41.0 
RE eietd a as koa a hee ene es 42.5 
ee 44.3 
1930. 49.0 
1931 49.5 
1932. 51.2 
1933 52.0 
1934 515 
1935 53.2 
ES Ss are ee ee 55.2 
- ee 56.0 


Refinery Statistics,” for several 
7 Per K. F1 
trial and Engineerii 


olich, Chemical Tren 


Average 
Octane Rating 
of Standard 
Grade Gasoline Grade Gasoline 
Consumed? Consumed? 
Octane Number Octane Number 


Average 
Octane Rating 
of Premium 


ee 

ee 
60 72 
61 74 
63 76 
69 7d 
69 7D 
69 76 
70 ‘ce 


Computed from data of the U. S. Bureau of Mines, “Petroleum 
year 
ds in the Petr 
g Chemistry,” Au 


Ss. 


eum Industry, “Indus- 


gust, 1938, p. 919. 





giving people what they want 
Pogue’s paper continues: 

“This statement prompted the 
writer to examine the record to 
ascertain if the people got what 
they wanted insofar as gasoline 
is concerned. Apparently they 
did. At least they were enabled 
to purchase gasoline in ever- 
increasing volume through good 
times and bad; the quality of 
the gasoline they bought stead- 
ily improved; and the prices 
they were required to pay carry 
jthe suggestion that there must 
have been a_ background of 
great technological progress in 
the oil industry, the fruits of 
which were transmitted to the 
consumer.” 


Gasoline Taken Alone 


In measuring the service of 
the oil industry to the con- 
sumer, Pogue confined his at- 
tention to gasoline alone, as the 


| principal 


product from petro 
leum, and his statistics covered 
the past 15 years. 

In discussing the point as to 
whether supply 
fuel has been adequate, Pogue’s 
paper pointed out that, in the 
past 15 years, the domestic con- 
sumption of gasoline has_ in- 
creased over three times. In the 
same period the consumption 
per motor vehicle has expanded 
from 394 gallons in 1923 to 655 
gallons in 1937, or 66 per cent. 
In only two years has the con- 
sumption per motor vehicle re- 
trogressed from the previous 
year, he brought out; in 1928, 


the of motor 


when the figure dropped three) 


gallons and in 1932, when there 
was a decline of five gallons. 


Taking the consumption of 


‘the period 1923-1925 as a base 


and calling it 100, the domestic 
gasoline consumption of 1937 
stood at 272, he stated, whereas 
the Federal Reserve Board In- 





TABLE 1 


Actual and Relative Consumption of Motor-Fuel by Years, 1923-1937 


Average Domestic Con- 
sumption of Motor-Fuel 
per Motor-Vehicle+ 


Domestic Consumption 
of Motor-Fuel* 
Index Nos. 


Federal Reserve 
Board Index 
of Industrial 

Index Nos. 


. Production? 
Years Mill. Bbls. 1923-25—100 Gallons 1923-25—100 1923-26—100 
SE eT eee eee ‘ 158.7 83.2 394 98.3 101 
DS Gat bio GMA ON Ce vee ae é 187.0 98.1 401 100.0 95 
, ee ee eee eee 226.3 118.7 408 101.7 104 
/ 0 EA i ee ee 264.4 138.7 451 112.5 108 
BE a kw Chae eee ck nee Oe 299.8 157.2 457 114.0 106 
BE Si ina eneeewneccunae eee s 332.0 454 113.2 111 
ENG role bun bie we Re wee eae 376.0 506 126.2 119 
DEES NAN oN o MRA WOR OWEN cee o 394.8 556 138.7 96 
I rire en eee 403.4 596 148.6 81 
5 ere © er ee ae 373.9 591 147.4 64 
EY. dhais PEM ReRWAw aoe ete 377.0 597 148.9 76 
EE? 6 20 Ck ne kbs Re eee te waa 410.3 620 154.6 7 
(ees. Se ee ees ee 434.8 624 155.6 90 
ES ib as sb ace SA HOW a eee 481.6 641 159.9 105 
SS re ee core ir re 518.8 655 163.3 110 





* Reports of the U. S. Bureau of Mines, “Petroleum Refinery Statistics,” for several years. 
+ American Petroleum Industries Committee, Taxation Bulletin, Vol. III, No. 4, June, 1938, p. 35. 


¢ Survey of Current Business. 





dex 


of Industrial Production, 
related to the same base, stood 
at 110. 


“Thus not only has gasoline 
consumption enjoyed a remark- 
able growth per se,” he stated, 
“but the increase has been strik- 
ing relative to the number of 
motor vehicles in use, as well as 
to the course of industrial ac- 
tivity. The consumer has found 
no difficulty in progressively 
augmenting. his utilization of 
gasoline at a pace far exceed- 
ing the secular expansion of 
general business or even that of 
the automotive industry itself.” 


Quality Higher 


Taking the point of improve- 
nent in the quality of gasoline 
offered the public, Pogue stated 
the improvement has been in 
part due to the development of 
a better gasoline by refiners 
and in part to improvements in 

design by automotive 
eng While the changes 
in engine design and in charac- 
ter of have been so 
great that no single index of 
quality can be used over the 
15-year period under discussion, 
he showed the percentage in- 
crease of high octane compo- 
nents of motor fuel produced as 
being from 34.6 per cent in 1925 
to 56 per cent in 1937. 


nome 
Cl bit 


ineers. 


gasoline 


“Cracked gasoline, reformed 
gasoline, natural gasoline, ben- 
zol and polymerized gasoline 
generally have higher octane 
ratings than straight-run gaso- 
line,” he stated. “Thus the pro- 
portion of these components in 
the total supply of motor fuel 
offers a fairly satisfactory index 
of quality for the entire period 
under review.” 


Referring to the development 
of the octane rating test as pro- 
viding a still more accurate in- 
dex of quality during the latter 


part of this period, Pogue’s 
paper showed that the aver- 


age octane rating of the regular 
grade of gasoline has improved 
|from 60 in 1931 to 70 in 1937, 
| with indications this factor will 
reach 72 in 1938. 


| “It is thus apparent that the 
|consumer has enjoyed a steadily 
'and improving quality in the 
motor fuel made available for 
his use,” he stated. 


His paper showed that the 
retail price of gasoline, ex- 
‘cluding the sales tax, in 50 rep- 
resentative cities declined in the 
past 15 years from 21.06 cents 
a gallon in 1923 to 14.58 cents 
|in 1937. During the same period 
Pogue showed that, for the 
same 50 cities, the average sales 
tax, both state and federal, in- 
creased from 0.91 cents a gallon 
in 1923 to 5.40 cents in 1937. 
The retail price of gasoline, ex- 
cluding the sales tax, in 1937 
[averaged 69.5 per cent of its 
|1926 level, he showed, whereas 
‘the index of 784 commodities of 
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Actual and Relative Average Retail Price of Gasoline in 50 Representative Cities by Years, 1923- | 
1937, Together with Comparative Data 


Average Retail 
Price in 50 Repre- 
sentative Cities (ex-tax) * 


Cents 
Years Per Gallon 
90932. wee Seeene 21.06 
eee eéneeees 19.47 
er 20.09 
ee errr 20.97 
Ber ssaka's vecceeseeece 19.29 
De 5554 ow eeeee eee 17.90 
ee twee 17.92 
1930 cococe 16.17 
ot ee eccce 13.00 
BN. ccs tonesaanneeenn 13.30 
ee iteenes 12.41 
| ee cece 13.64 
IR Soin. Cis e actor @ aloes eee 13.55 
MGC. Cdks taka bene aees e 14.10 
ss kaw ckuwew amin 14.58 


TABLE 3 





continues.” 

Commenting on the difference 
of doing business in this coun- 
try and in England, he stated 
that English competitors discuss 
openly in meetings all the fac- 
tors making for the gocd of 
their industry. In England, he 
stated, there is a general ac- 
ceptance on the part of big busi- 
ness of government supervi- 
sions of policies affecting the 
national welfare; but he said 
there also exists a wholesome 





Price Purchasing 
Average Annual Index of 784 Power at 784 
Sales Tax in Same 50 Commodities Commodities 
Representative Cities+ at Wholesale} over Gasoline? | 
Index Nos. Cents $ Per Motor 
1926—100 Per Gallon Vehicle* 1926—100 1926—100 
100.4 0.91 4.37 100.6 100.2 
92.8 1.48 8.22 98.1 105.7 
95.8 teh 9.51 103.5 108.0 
100.0 2.41 11.95 100.0 100.0 
87.2 2.80 13.48 95.4 109.4 
85.4 3.04 14.39 96.7 113.2 
85.5 3.50 ply ee gE 95.3 pe WR 
yg fl 3.78 21.02 86.4 pow eed 
62.0 4.00 23.84 73.0 Be iy ee 
63.4 4.63 27.36 ~ 64.8 102.2 
59.2 5.42 32.36 65.9 a2x1:3 
65.0 5.20 32.24 74.9 115.2 
64.6 5.29 33.01 80.0 123.8 
67.2 5.35 34.29 80.8 120.2 
69.5 5.40 35.37 86.3 124.2 


* American Petroleum Industries Committee, Taxation Bulletin, Vol. III, No. 4, June, 1938, p. 35. 


+ American Petroleum Industries Committee, Taxation Bulletin, Vol. II, No. 12, February, 1938, p. 143. 


t U. S. Bureau of Labor Statistics, 


») 


~ 


§ Column 5 divided by Column 


Survey of Current Business. 





the Bureau of Labor Statistics 
Price Index. stood at 86.3 per 
cent of the 1926 level. 

“On the rising trend in com- 
modity prices from 1932 to 1937, 
gasoline increased only 10 per 
cent, while 784 commodities in- 


creased 35 per cent,” Pogue 
Stated. “This more temperate 


advance on the side of gasoline 


Newspaperman 
On Doings 


Some of the crack-brained 
economic theories that spring 
up over the country and make 
their appearance at Washington, 
in tow of some Congressman, 
keep all Washington guessing, 
including even the President, 
Earl Godwin, president of the 
White House Correspondents’ 
Assn., was to tell the conven- 
tion of the National Petroleum 
Assn., in a paper he was to pre- 
sent Sept. 15. 

Roosevelt himself opened the 
door to a flood of possibilities 
along this line, Godwin’s paper 
stated, when he gave his brief 
description of a “liberal” in the 
course of a speech in Maryland. 

“Everybody with a crack-pot 
idea will rush forward under 
the new Liberal Banner,” he 
stated. “If they do not all de- 
stroy themselves by internecine 


strife before 1940, I should 
think smart political manage- 


ment would be able to marshall 
an unassailable army of folks 
who look to the government to 
take care of everything from 


the front lawn to grandpa’s 
rheumatism. 
“FDR is certainly not for 


that. He wants to elect a Con- 
gress liberal enough and with 
him enough to strengthen the 
existing new deal laws includ- 
ing perfecting social security 

putting in a reorganized gov-| 


* 


is particularly significant in 
view of its coincidence with a 
period of vigorous application of 
proration of crude oil produc- 
tion.” 


Details of the factual study 
by Pogue of motor fuel in its 


relation to the public are shown | most important legislative prob- | 


in accompanying tables. 


* 


Draws Veil 
At Washington 


ernment setup that will give 
the sprawling federal govern- 
ment setup some semblance of 
efficiency.” 

However, Godwin’s paper 
pointed out that the pressure 
from the new liberals with their 
cockeyed ideas as to being 
liberal with the 
money might be strong enough 
to force the government to 
more than it believes sound in 
paternalistic measures. 


As a sample of the ideas on| 


being extravagant with the tax- 
payers’ money that are being 
brought to Washington, 
win’s paper tcok up the plan 
of Congressman Binderup of 


Nebraska for “an entirely new | 


scheme of money, commodity 
money, to be issued by the| 
Treasury to represent’ the 
amouht of commodities pro- 


duced annually in this country.” 

The plan contains a scheme to 
spread this expanded currency 
by larger distributions to those 
already on state old-age and 
pension laws, in order to expand 
purchasing power. 
paper stated that the Binderup 
plan has at least 150 backers in 
Congress and expressed this 
correspondent’s belief that, if 
this group ever combined with 
the old-age pension crowd and 
also with the crowd in Wash- 
ington willing to scrap the pres- 


taxpayers’ | 


God- | 


Godwin’s | 


ent triple A benefits to the 
|\farmers in favor of a guaran- 
teed. crop price plan, which has 
|been suggested, the result would 
j\be a tremendously dominant 
congressional factor. 

The fight to amend the labor 
act, in many minds, is easily the 
lem confronting industrial 
ed. 

“Industry wants to win that 
\fight, otherwise industrialists 
| see industry torn with strife for 
|years,” he said. “Labor will pre- 
;sent a united front against any 
|}amendments which will weaken 
| their present position. Roosevelt 
‘is not averse to some changes 
iin the law; but the changes will 
'not go as far as to make labor 
|as responsible under the act as 
‘employers. The thing business 
wants is an even division of 
that responsibility and business 
will not get that in the next 
Congress.” 
| * * 





* 


Facts, Not Theories 
Is Conway's Advice 


Business cannot wait for 
either political or other condi- 
‘tions to be ironed out, Carle C. 
Conway, chairman of the board 
|of the Continental Can Co., was 
to tell the members of the Na- 
tional Petroleum Assn. in con- 
ivention at Atlantic City Sept. 
15 in an address entitled, “Busi- 
ness in America and Europe.” 
It is the day-to-day job of busi- 
ness of trying to operate at a 
profit under any and all condi- 
‘tions, Conway told the oil men. 

“In whatever the nation, we 
find always that the business 
conclusions to be arrived at 
must be based on cold hard facts 
and not on preconceived theories 
or wishful thinking,” Conway 
stated. “Conditions differ from 
time to time in the various na- 
.tions but this necessity always 


respect for big business and its 
problems on the part of the 
government. 

“It would be a great achieve- 
ment if we could arrive at such 
a basis in this country,” Con- 
way’s paper stated; “if business 
and government would sit 
around a table in a spirit of 








America, Godwin’s paper stat-| 


honest dekate, with the national 
interest foremost in the minds 
of all. What is in the national 
| interest is clearly, in the long 
— in the interests of business. 
There are encouraging signs 
that such an attitude is in the 
making here. It behooves us to 
foster it all we can. 

| “Out of the present situation 
/must come a method of har- 
monizing the national interest 
‘with the interest of industry. It 
\is sound reasoning that the na- 
| tional interest should come first 
'and the general interest of in- 
dustry second, as undoubtedly 





jintelligent management can 
'take care of itself within each 
industry if sound conditions 
| prevail. 

| “It is a question whether 
many business gatherings, 
where practically the whole 


'discussion is centered upon our 
|political woes are as helpful to 
us in tackling our next day’s 
work and prcblems as_ they 
‘would be if the time were de- 
‘voted to studying what could 
‘be done under the conditions 
existing. Experts, too, it seems 
to me, cause us a great amount 
of needless anxiety.” 

Ethyl Gasoline Sales Up 

CLEVELAND, Sept. 12. 
Ethyl Gasoline Corp. reports an 
increase of 30.8 per cent in 
sales of Ethyl gasoline during 
the first six months of 1938 as 
compared with the same period 
last year, attributing virtually 
all of this increase to passenger 
car owners’ switching from 
other grades to premium. This 
figure was based on reports 
'from 118 oil companies through- 
out the U. S., the announce- 
ment said. 

Ethyl’s announcement re- 
called to marketers’ minds, the 
reports from various sections 
of the country, beginning early 
last spring, indicating an in- 
crease in the number of out- 
lets selling Ethyl gasoline, in- 
cluding price-selling stations 





—_— 


\which previously had not han- 
dled either “Q” or Ethyl gaso- 
| lines. 
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Mid-Continent Keeps Eyes 
On New Fields of Illinois 





(Continued from page 9) 
necessitating 
on the east end. 

The Texas Co.’s Tate, or Lake 
Centralia, pool, a few miles east 
of Centralia, provides the re- 


serve to back up the line. This | 


is now regarded as being of 
near-major proportions. 

Another possibility for the fu- 
ture—report unconfirmed—is a 
Magnolia Petroleum Co. line 
from the new fields of Fayette 
and Marion counties to East 
St. Louis, where Socony Vacuum 
Corp. operates the former Lub- 
rite refinery. It is believed that 
this is contingent upon results 
of the drilling campaign which 
Magnolia is now starting. 

All Illinois developments are 
of deep interest to the Mid-Con- 
tinent, especially to Oklahoma 
and Kansas, where the effects 
of what has already been done 
in Illinois are felt in the form of 
restricted market. 


Deducts Gathering Charges 


The Mid-Continent section of | 


the oil industry was reasonably 
quiet, although price of oil is 
still foremost in the minds of 
the industry. The only changes 
that occurred were reductions 
in northern Oklahoma and in 
south Louisiana. In Oklahoma, 
Globe Oil & Refining Co. noti- 
fied producers in Kay and 
Grant counties from whom it 
buys that it was deducting, ef- 
fective Sept. 2, 15 cents per 
barrel to pay gathering and 
handling charges. Since Nov. 1, 
1937, Globe’s plant at Black- 
well, Okla., has been shut down, 
the company said, and the oil 
which it continued to gather 
has been sold to another com- 
pany at a loss. The amount in- 
volved is about 1200 barrels 
daily and the price paid is the 
regular gravity schedule, from 
which 15 cents will be deducted. 
The company said it had no de- 
sire to cut the price but that it 
believed it was entitled to be 


protected against loss_ in 
handling the crude. 
Superior Oil Co. of Calif. 


made the reduction, 10 cents, in 
the Evangeline, or Jennings 
field, Acadia parish, in Coastal 
Louisiana. Superior’s production 
and purchases have _ totalled 
about 15,000 barrels daily of the 
25,000 barrels which the field 
is currently making. Its sales 
to refiners were under contract 
based on changes in the East 
Texas price. It has notified pro- 
ducers that, effective Sept. 1, its 
price for 36 gravity and better 
in this field is down 10 cents to 


$1.14, matching the East Texas) 


reduction. 
There is a flurry in the realm 
of proration caused by the 


, equipment 


involving East Texas (discussed 
elsewhere in this issue) and in 
a threatened suit by a West 
Texas producer attacking the 
Saturday and Sunday — shut- 
downs under which Texas fields 
now operate. The latter has not 
been filed, although reported to 
be in preparation. 

The Rowan & Nichols suit 
raises a question that has long 
been discussed in Texas, drain- 
age by wells cn small tracts of 
leases on which operators have 


nomically. Should the complain- 
ant win, a complete revamping 
of the East Texas system of 


/proration would have to be ef- 


fected, with the uncertainty 
that always attends such 
changes. 


O.B.1. Approval 
Seal Is Needed 
For Burner Loan 


NEW YORK, Sept. 12.—The 


Oil Burner Institute has adopt-' 


ed “approval requirements” for 
mechanical draft oil burners 
and a new “Seal of Approval” 
for such equipment, according to 
G. Harvey Porter, managing di- 
rector of the Institute. 

The Federal Housing Admin- 
istration, which guarantees 
loans for home modernization, 
including the financing of oil 
burner purchases, according to 
Porter, has instructed local F. 
H. A. offices throughout the 
country that ajl mechanical 
draft oil burners in installations 
submitted for approval on and 
after Oct. 1, shall be provided 
with the Oil Burner Institute 
Seal of Approval, certifying that 
the burner has passed the per- 
formance tests of the burner 
institute. 

Manufacturers of mechanical 
draft oil burners may obtain the 
O. B. I. Seal by securing certifi- 
cation from Lehigh University 
—which has been selected as the 
laboratory to conduct tests of 
equipment in accordance with 


procedure established by the in- | _ 


stitute—that their equipment, in 
tests, meets the approval re- 
quirements of the O. B. I. It 
is not necessary to be a mem- 
ber of the Oil Burner Institute 
to secure approval of equipment 
and to use the O. B. I. Seal. 
In order to meet the effective 
date established by the F. H. A., 
Lehigh University will certify 
initially for 


| 


| porary approval” providing that | : — 
| certain listed points are met to Ordinance Limits 


|Rowan & Nichols Oil Co. suit 
greater capacity 


‘attempted to space wells eco-| 


“tem- | 


the satisfaction of the labora- 
tory by the burner manufé tur- 
er. 


The burden of getting the ap- 


| 


proval Seals for burners now in | 


oi] companies’ or dealers’ hands 
is said to rest with the manu- 
facturer. It is said to be possi- 
ble for the manufacturer to se- 
cure a “temporary approval” 
from the laboratory and send 
seals out to use on burners al- 
ready in distributors’ hands, by 
about the Oct. 1 approval date. 


Philadelphia ‘War’ 
Grows In Intensity 


By Teletype 
N.P.N. News Bureau 
NEW YORK, Sept. 13. Re- 
tail conditions in the Philadel. 
phia market are growing worse, 
according to reports from that 
city today, where a_ gasoline 
price war has been raging for 
the past several weeks. A price 
of 12.5 cents, including 5 cent 
state and federal tax, for brand- 
ed regular grade gasoline was 
said to be becoming more gen- 
eral, with unbranded gasoline 
reported to be selling in some 
sections at 11.5 and 12.5 cents. 
Most supplying companies re- 
duced their 1.25 cents to 6.5 
cents following action of Sun 
Oil Co. Sept. 2, when that com- 
pany put into effect a sliding 
tank wagon price for dealers 
which guaranteed them a 2- 
cent margin as long as they had 
to meet competition in the re- 
tail market, but, with a stop 
clause at 11.5 cents. 


Price Law Unconstitutional? 


More than 2000 Philadelphia 
dealers, according to J. R. Boett- 
cher, president of the Metro- 
politan Philadelphia Assn. of 
Petroleum Retailers, signed a 
petition sometime ago that sup- 
plying companies place their 
operations under the Pennsy]l- 
vania Fair Trade Law. Petition, 
he said, was presented to one 
of the principal supplying com- 
panies which claimed that they 
believed the state law was 


unconstitutional and in conflict | 


with Anti-Trust Laws. 


Guif Buys Acid-Treating Plant 


KANSAS CITY, Mo., Sept. 8. 
—Stratford Engineering Corp. 
announces the purchase by the 
Gulf Oil Corp. of Pittsburgh, 
of an 8250-barrel Stratcold acid 


treating plant for installation | 


in the Girard Point 
phia) refinery of that company. 
A 12,000-barrel Stratcold unit 
was recently completed for the 
same company and placed in 
operation in its Port Arthur, 
Texas, refinery. 


(Philadel. | 


Size of Price Tags 


N. P.N. News Bureau 

NEW YORK, Sept. 10.—Serv- 
ice stations in Hartford, Conn., 
have been limited to one price 
sign on each pump, no larger 
than 10 by 8 inches, by a city 
ordinance passed by the city 
council. Violations are punish- 
able by fine of not less than 
$50, nor more than $200. 

Text of the section of city 
law pertaining price signs 
reads: 

“Every retail dealer of gaso- 
line shall conspicuously mark 
his pumps or other dispensing 
equipment with the price of the 
motor fuel dispensed from that 
pump or dispensing equipment. 
No person shall mark his pumps 


to 


or dispensing equipment with 
price signs of a size larger 


than 10 inches high and 8 inches 
wide, and no other price signs 
or signs relating thereto, shall 
be used or displayed on or 
about the premises, where motor 
fuel is sold at retail other than 
the signs provided therein to be 
posted upon the pumps or dis- 
pensing equipment. All figures, 
including fractions, upon said 
signs shall be of the same size.” 


Pipeline Companies 
Asked to File Briefs 


N. P.N. News Bureau 
WASHINGTON, Sept. 12.— 
Three pipeline companies which 
protested against tentative valu- 
ations placed on their properties 
by Interstate Commerce Com- 
mission’s Valuation Bureau un- 
der ICC valuation orders of 
1934 have been given until Nov. 
28 to file their final briefs in 
support of the protest, follow- 
ing a hearing here before ICC 
Examiner M. A. Pattisen. 

The companies, Texas Empire 
Pipe Line Co., Texas Empire Pipe 
Line Co. of Texas, and Texas 
Pipe Line Co. of Oklahoma, con- 
tended that the tentative valua- 
tions were too low in that the 
bureau had erroneously de- 
termined reproduction cost, de- 
preciation, value of lands, work- 
ing capital, and had omitted 
findings of going-concern value. 

Tentative valuations (as of 


‘Dee. 31, 1934) of the companies’ 


carrier-owned-and-used proper: 
ties were: Texas Empire, $14,- 
500,000; Texas Empire of Texas, 
$3,200,000, and Texas of Okla- 


j|homa, $3,250,000. 
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European War 
Seen As Boom 


For U. S. Oil 


(Contin 


ued from page 11) 
easier to ferry across the At- 
lantic. 

If the provisions of the cash- 
and-carry provision (Section 2) 
are not invoked (they haven't 
been in the Chinese-Japanese 
conflict), there is all the more 
reason why American oil ex- 
ports wuld show a large in- 
crease. Then there wiil be no 
restrictions on — and all na- 
tions who can m: ike a deal for 
precious American oil—whether 
they come and ete it or have it 
sent; whether they pay cash or 
give an I. O. U.; and in modern 
warfare, oil is vital. 

Some of the figures studicd 
by ervers who foresee < 
boom in the U. S. oil export 
trad in European war comes 
are those compiled by the Com 
merce Department for the 


World War years, published in 
connection with this article. 
While the crude figures are not 
impressive, it must be remem 
bered that refining facilities 


i 4 
were not so highly de: 
veloped now, and when the 
“pinch” came, the U. S. was 
called upon to furnish gasoline 
and other refined products, fig 
ures on all of which are not 
available. Even some of the so- 
called “neutral” nations  in- 
creased their imports of U. S. 
gasoline during the war years. 

An interesting parallel is also 
to be noted in the greatly in- 
creased imports of Germany 
during the years just preceding 
the World War and during the 
past year. 

The accompanying _ tables 
show (1) imports of principal 
petroleum products during 1936 
and 1937 by the four countries 


abroad 


as 


Exports of Gasoline and Crude 


|regarded as most likely to be 
involved in an European war, 
showing principal countries of 
origin, and (2) United States 
exports of crude oil and gaso- 
line, by principal countries of 
destination, before and through 
the World Wat 


~ 


COLUMBIA, S. C., Sept. 12.— 
South Carolina gasoline tax col- 
iections amounted to $990,203 in 


August, an increase of about 
over July’s total of $937,317 but 
a drop of 2.85 per cent below 
August, 1937, tax officials re- 


port. 


Stocks Of ‘Natural’ 
Climb To New Peak 


N.P.N 
WASHINGTON, 


of natural 


. News Bureau 
sept. 12. 


Stocks gasoline con- 


tinued to increase during July, 
eaching a new high of 319,788.- 
000 gallons at the end of the 


mo! Bt of Mines re- 
ports. ; 

Daily average production of 
natura decreased to 5,591,000 
gallor which was 10,000 gal- 
lons less than in June. Declines 
in production were registered in 
Kansas and in the Panhandle, 
Kettleman Hills and Oklahoma 


City fields. Production in the 
East Texas field showed a gain 
and as a result displaced the 
Panhandle as the premier pro- 


ducing district in the country. 
Shipments to jobbers and re- 


tailers, and exports, in July 
totaled 20,244,000 gallons, or 
about 12,054,000 gallons less 


than in June. Although exports 
declined 49 per cent below June, 
the total of 10,542,000 gallons 


was materially higher than in 
July, 1937. 
Average vapor pressure of 


deliveries to refiners was 19.4 
per cent; to refinery-owned bulk 
plants, 11.1; to jobbers and re- 
tailers, 13.8; and exports 16.4. 


James A. Veasey, Expert On Oil Law, 


Retires Nov. 1 


From Carter Oil Co. 





N. P. N. News Bureau 

TULSA, Sept. 13. James 
A. Veasey, vice-president and 
general counsel of the Carter 
Oil Co., Tulsa, will retire from 
active connection with the oil 
industry Nov. 1. 

Lloyd G. Owen, one time part- 
ner of Veasey in general prac- 
tice and his first assistant 
the Carter department for many 
years, will become general 
counsel. 

Veasey is regarded as one of 
the nation’s foremost authori- 
ties on oil and gas law. His ad- 
dress in Cleveland in July be- 
fore the mineral law section of 


the American Bar Assn. on 
compulsory pooling of small 
tracts into economic drilling 


units has been widely acclaimed 
for its exhaustiveness in deal- 
ing with one of the industry’s 
most vexing problems. 

He will reach retirement age 


of 62 Oct. 11. He plans to estab- 
lish his home in Maryland, near 
Pocomoke City, east of Chesa- 
peake Bay, where the Veasey 
forebears settled generations 
ago. Several years ago he was 
a special lecturer on oil and 
gas law at the University of 
Michigan and he will resume 


that work. 

Born in Louisville, Ky. and 
reared in Jeffersonville, Ind., 
Veasey received his higher edu- 
cation in the University of 
Michigan. He took his law de- 
gree in 1902. In 1922 the same 
school conferred on him an 
honorary LL.D. 


There When Oil Found 


He came to the Indian Terri- 
tory in 1902 and was a law 


clerk with the Dawes Commis- 


sion, 
lands 


which was then allotting 
of the Five Civilized 





TABLE I 


Oil by the U. S. 
War Years 


(Figures in Thousands of Gallons) 
Gasoline 
Principal Countries of 
Destination 19138 1914 1915 1916 
SS ee eee a ee S894 3,558 866 anh 
SS Arr ee ee 3,495 19,608 32,718 16,040 
SINE CU hak Joe bose Sie aN wien ete's 1,943 6,034 ee Sees 
ee Se ee eee 4,008 7,150 2,099 
NE ee eee See Ok pO aA SOS 717 2,568 1,898 oleh & 
EE 6%. CHAS waka aes waeleas 6,050 25,801 34,626 11,614 
er oe eee 6 wah 2,078 2,659 
OS ee mit Std 
ET Meera is bis! ante eK bes a e's 3,539 9,166 1,726 
See con See eee ‘hea 961 1,442 2 aan 
RE EERR, -5 wg ao kon 46 nme wb 0 o4'O 706 19,431 7,897 6,621 
Crude Oil 
1912 1913 1914 1915 1916 
ee 36,994 24,532 30,204 2,508 5,323 
DN exe Kine oo bbe Sei a 1,000 Mert 5,390 7 leke:9 
re eer eet a 9,432 12,902 12,126 11,650 2,158 
0 ee cee ee 1068 1,116 ae 3,866 seat 
ree 76,325 124,720 53,324 99,070 116,560 
EINE ok bcs alan Bw 3,188 8,548 14,125 9,672 9,622 
Ee oer a eee 15,968 Joe 6,636 4,981 3,451 
oO ee eer ee 11 10 2 1 cans 
*Figures in columns preceding this one are for U. 


year given. This column is for 


S. government fiscal vears—ending 3 
the last 6 months of 1918 and the year 1919 figures e 


During and Immediately Preceding the World 


Last 6 mo.* 
1917 1918 1918 1919 
sighs on ree ; 3,116 | 
68,009 66,726 55,902 60,625 
pean or sens 3,480 
1,260 e<ee s 
1,150 arc ee stots 
59,060 74,157 70,106 69,205 
1,052 Sanne 1,007 3,091 
Reel a 550 703 4,676 
19,721 36,314 30,770 
538 piitehs 660 2480 
4,091 2,145 1,135 5,314 
Last 6 mo.* 
1917 1918 1918 1919 
1,272 332 oe whet 
3,739 730 3,889 4,091 
969 495 er 2,118 
139,437 163,555 89,793 221,294 
11,931 — 4,017 1,916 
2,352 ee nee Naat 
“ 2,672 


June 30 of the 


are on calendar year basis. 


in| 


Tribes. He entered practice at 
Talequah, I. T., Jan. 1, 1903 and 
when oil was found at Bartles- 
ville late in 1903, he moved to 
that town. Ten years later, 
when Tulsa had been definitely 
established as the oil center, he 
moved there and two years 
after that, on Nov. 1, 1915, he 
gave up his practice to become 
general counsel of the Carter, 
Thus, for 36 years, he has been 
active in the practice of oil and 
gas law. 

His ability as a public speaker 
has kept him before the public, 
the bar of state and nation and 
the oil industry. His part in the 
establishment of conservation 
laws and practices is one not 
easily appraised — he has been 
in that campaign from the be- 
ginning. 

Owen, his successor, was well 
established as a trial lawyer 
when he entered corporation 
practice. He is a graduate of the 
University of’ Ohio and one of 
the most widely known law: 
yers in the Mid-Continent. 


Use of Liquid Fuel 
Is A.S.M.E. Topic 


N. P.N. News Bureau 
NEW YORK, Sept. 12.—The 
Fall meeting of the American 


Society of Mechanical Engineers 
in Providence, Rhode Island, 
| Oct. 5-7 will include two sessions 
on fuels. One of the subjects 
for discussion will by “Atomiza- 
tion of Oil by Small Pressure 
Atomizing Nozzles,” by E. B. 
Glendenning, L. H. Ventres, W. 
A. Sullivan, and A. R. Black. 
At the same session R. D. Booth 
will discuss “Industrial Power 
| Plant Steam and Power Genera: 
| tion.” 

At a power session the fol- 
‘lowing day, Oct. 6, “Condenser: 
| Tube Life vs. Design and 
| Mechanical Features of Opera- 
' tion” will be presented by A. J. 
German. “Condenser Perform: 
ance with Reduced Cooling Sur: 
face and Control of Slime” and 
“Algae in Industrial Cooling 
| Waters” are two additional sub- 
jects to be presented during this 
‘session. “Industrial-Evaporator 
_Design, Application, and Oper- 
ation” will be discussed in an- 
other power session on Oct. 7 
by W. K. Adkins. 

Other sessions will be devoted 
to machine-shop practice, rub- 
ber, jewelry symposium, in- 
dustrial instruments in sewage 
clarification, textile industry, 
management, and special 
studies of iron and steel. 
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O'Mahoney Quizzer Will Go 
To Oil Trade Associations 


N.P.N. News Bureau 
WASHINGTON, Sept. 12.— 
Oil’s trade association probably 
will be the first units of the in- 
dustry to hear from_ the 
O’Mahoney anti-monopoly com- 
mittee. 

Along with trade associations 
in all other industries they will 
receive, within the next two 
weeks, a lengthy questionnaire, 
asked to fill it out and return it 
not to the “Temporary National 
Economic Committee” but to the 
Department of Commerce, ear- 
marked for the Marketing Re- 
search Division’s trade associa- 
tion section. 

But in adequately large type, 
either on the questionnaire or 
on the letter that accompanies 
it to the trade association ex- 


ecutive, will be the reminder. 


that the questionnaire is being 
sent out as a part of the mon- 
opoly study—which has, as all 


business men know, subpoena | 


authority. 


From the returns to this ques- 


tionnaire, it is expected that the 
plan of investigation into al- 
leged monopolistic practices of 
the oil industry will be drafted. 
Officials of the committee de- 
cline to reveal whether they will 
await returns before sending 
out their subpoenas “duces 
tecum” for information wanted 


others, as well as the subpoenas 
for personal appearances. 


Even with all its preliminary 
work so far, the committee 
staff headed by a former WPA 
official, Leon Henderson, prob- 
ably will not have _ sufficient 
background material to more 
than scratch the surface in the 
hearings it is expected to begin 
next month. 

Studies similar to the one be- 
ing made of trade associations 
are under way in the various 
departments—Securities and Ex- 
change Commission, Federal 
Trade Commission, etc.—each 
of which must correlate its in- 
formation, prepare a _ report, 
and submit it to the commit- 
tee for further study. 


In all, the commerce depart- 
ment’s trade associations sec- 
tion will send the questionnaires 
to some 2000 national and in- 
terstate trade associations in 
all fields; about 20 of these are 
in the oil industry, it was said. 
While tha same questionnaire 
will be sent to all associations, 
regardless of industry, it is said 
that when the report is written, 
the information received from 


'trade; 


the various industries will be 
broken down as such. 

Willard Thorp, formerly con- 
nected with the commerce de- 
partment and more recently di- 
rector of economic research for 
Dun & Bradstreet, has been 
called back to the department 
to direct its studies, which will 
also include compilation of al- 
ready existing Census Bureau 
figures in somewhat different 
form, to fit the needs of the 
committee. 

At the Commerce Department 
it could not be learned just what 
is to be the nature of the ques- 
tions to be asked on the ques- 
tionnaire, other than generali- 
ties—that it would cover the as- 
sociations’ activities “in all 
fields,” like government rela- 
tions and labor relations. How- 
ever, it was _ indicated that 
there might be some questions 
on activities of the association 


if any, 
control. 

Henderson, meanwhile, de- 
clines to reveal any plans of the 
committee for sending out sub- 
poenas, although admitting 
the ones asking for information 
and records will precede those 
requiring personal appearances. 
Other members and officials of 
the committee who can _ be 
reached in Washington are 
equally close-mouthed, although 
there is considerable newspaper 
speculation as to their plans 
each day bringing forth a new 
“method.” 

A meeting of the committee 
within the next two weeks may 
break loose some of the _ in- 
formation on__ investigators’ 
plans are. 


tending toward price 


Georgia Tax Receipts 


ATLANTA, Ga.—Georgia gas- 
oline tax collections for August 
rose to $1,678,878 from $1,595,- 
085 in July but were still below 
the $1,756,525 collected in Au- 
gust, 1937. 








Texas Oil Anti-Trust Suit 
Will Be Exhumed for Trial 


N. P.N. News Bureau { 


TULSA, Sept. 12.—The seven- 
year-old Texas anti-trust suit 
against 17 oil companies charg- 
ing violation of that state’s anti- 
trust laws and seeking penalties 


‘approximating $17,850,000, is 
nearing a trial date once more. 
from the oil companies and) 


Attorney General William Mc- 
Craw has announced the state 
will be ready to proceed with 
the trial on Oct. 3. 

The suit was filed late in 1931 
by the now Gov. James V. All- 
red, when he was attorney gen- 
eral of Texas. Specific violations 
alleged in the original petition 
included one charging the de- 
fendants had adopted a “code 
of practices for the marketing 
of refined products” which cre- 
ated a combination for the 
purposes of fixing prices, lessen- 
ing competition and restraining 
another that the de- 
fendants used force, threats and 
coercion in carrying out the 
newly developed program of 
acquiring independent filling 
stations through what is known 
as “lease and agency agree- 
ments; and that the defendants 
raised wholesale prices to the 
same level as retail prices and 
gave further retail discounts 
through use of courtesy cards 
and actually sold gasoline at 
retail as much as 2 cents 
cheaper than independent filling 
station dealers could purchase 
it at wholesale, thereby forcing 


independent retailers to become 
100 per cent company dealers. 
In a period of less than three 


years, it also was alleged, the 


defendants increased their con- 
trol over retail outlets from a 
small fraction to more than 90 
per cent of the total volume of 
retail sales. 

The case has had three dis- 
tinct phases in its slow progress 
to the point where the pre- 
liminary issues have been ironed 
out and the trial on its merits 
is scheduled. 


Tossed Around By Courts 


The case was dismissed by a 
district court after considerable 
testimony in 1933 when it was 
held that the NRA petroleum 
code had validated all the things 
complained of in the Allred peti- 
tion. 

The state appealed the dis- 
missal to the civil court of ap- 
peals, which dismissed the case 
on an entirely different ground, 
by holding that the state’s anti- 
trust law was unconstitutional 
in that it had exempted certain 
co-operative activities. 

Once again the state appealed, 
this time to the state supreme 
court, which held that the Texas 
anti-trust law was constitutional 
and reinstated the case. 

Allred meanwhile had become 
governor and McCraw inherited 
the case. In the event the case 
does not come to trial on Oct. 
3, or if it should come to trial 
and be dragged along until after 


Texas Court Awards 
‘Hot’ Oil To State 


N. P.N. News Bureau 
Sept. 10.—After a 
controversy over the 
sale of East Texas “hot” oil by 
the state and two 


TULSA, 


week of 


postpone- 
ments of the ccurt action hav- 
ing to do with its confiscation 
and sale, District Judge Roy C. 
Archer of Travis county, gave 
the state judgment on 219,250 
barrels held in pits in East Tex- 
as. Date of sale was not set. 

The original date for hearing 
the case, Aug. 30, saw Gov. 
James V. Allred and several 
others come in to oppose the 
action which was brought by 
Attorney General William Mce- 
Craw. (N. P. N., Sept. 7). The 
objection of the governor was 
on the price which has been 
realized in past sales. He assert- 
ed that the nearly 4,000,000 
barrels disposed of under con- 
fiscation proceedings since the 
law was enacted in 1935 had 
brought an average of 27 cents 
per barrel. 

General American Oil Co., 
named in three suits involving 
a greater quantity than was 
confiscated by the court, had a 
cross suit claiming that 90,250 
barrels was legal. The court 
decided in favor of the company 
which will be permitted to move 
that amount. 

Two sales involving more 
than 200,000 barrels of oil in 
pits, set for Sept. 6 at Tyler and 
Henderson, Texas, were post: 
poned 10 days by the sheriffs of 
Smith and Rusk counties. 





New Year, still another attorney 
general will have a hand in it. 
He is Gerald Mann, recently 


nominated attorney general and 


former Southern Methodist Uni- 
versity football star. 


McCraw Interviews Witnesses 


McCraw was quoted recently 
as stating that the state had 
been conferring with its approx- 
imately 100 witnesses and that 
all the depositions have been 
taken by George E. Shelly, Aus- 
tin, the master appointed by the 
court, and.all parties are ex- 
pected to be prepared to proceed. 

Defendants in the case are 
Standard Oil Co., Socony-Vacu- 
um Oil Co., Standard Oil Co. 
of California, Shell Union Oil 
Corp., Humble Oil & Refining 
Co., The Texas Co.,-Gulf Refin- 
ing Co., Pasotex Petroleum Co., 
Continental Oil Co., Sinclair Re- 
fining Co., Magnolia Petroleum 
Co., Simms Oil Co., Shell Petro- 
leum Corp., Cities Service Oil 
Co., Texas-Pacific Coal & Oil 
Co., Texas Petroleum Marketers’ 
Assn., and the American Pe- 
troleum Institute. 
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Hearing is Set on ICC Tank Truck 


Private Tank Trucks May Also Come 
Under Proposed Safety Regulations 


N. P.N. News Bureau 

CLEVELAND, Sept. 13.—Pro- 
posed regulations, which, if ad- 
opted, would put all oil industry 
truck equipment engaged in in- 
terstate and foreign commerce 
under federal safety supervi- 
sion, have just been released for 
‘consideration by the Interstate 
Commerce Commission. 

Whether the proposed regu- 
lations will affect private car- 
riers has not been definitely de- 
cided. This question, of particu- 
lar interest to oil company op- 
erators, is expected to be de- 
cided at hearings scheduled to 
start next month. 
that time it will be deter- 
mined if there is “need for the 
establishment” of such regu- 
lations for private carriers. At 
these hearings will also be dis- 
cussed the establishment 
“reasonable requirements gov- 
erning the transportation of ex- 
plosives and other dangerous 
articles by contract carriers in 
interstate commerce.” 


At 


of 


The hearings will also include 
a of the possible 
modification of regulations pre- 
scribed Nov. 6, 1934, under the 
Transportation of Explosives 
Act, insofar as such regulations 
pertain to qualifications 
maximum hours of 
employes and safety 
tion and equipment by 
vehicle common carriers. 


discussion 


and 
service of 
ot opera 


motor 


The current draft of the regu- 
lations, covering the transporta- 
tion “explosives 
dangerous 


of and other 
articles”, including 
inflammable liquids, is the third 
draft, and according to the ICC, 
is the final one to be issued on 
this subject prior to hearings. 


Three Hearings 


Hearings are now scheduled 
for three convenient locations. 
The first is to be Oct. 10 in the 
headquarters of the Railroad 
Commission of California, at 
Los Angeles, before Examiner 
W. P. Croft. The middle west 
hearing is for Oct. 17, at 
the Mayo Hotel, Tulsa, before 
Examiner Clarence Simmons. 
The eastern hearing will be in 
the office of the ICC at Wash- 
ington Oct. Commis- 
sioner John L. Rogers. 

Each tank 
compartment, 


prop sed 


set 


°6, before 
and each 
according to the 
regulations, shall be 
tested and proven to be tight at 


truck 


} w1Y } . ) . +> } 
three pounds per square inch 
gauge, minimum air or hydro- 


static pressure, with the pres- 
sure to be applied to all com- 
partments of the tank and main- 
tained for not less than five 
minutes. 

No bulkheads are required on 
truck tank which in service 
never filled to less than 95 
per cent of its total capacity, 


a 


is 


and which is never moved after | 


the beginning 
completion of 
process. 

The proposed regulations spe- 
cify, with the above exception, 


and before the 
the unloading 


that truck tanks larger than 
1500 gallons shall be divided 


into compartments, “the num- 
ber of which shall be the result 
of dividing the capacity of the 
tank in gallons by 1000 to the 
nearest whole number”. 
“Every cargo tank and every 





—_ 


Regul ations 





over 82% inches in length, shall | 


“caren of a cargo tank, 
| 


be provided with baffles, 
|number of which shall be such 
| that the linear distance between 
| two adjacent baffles, or between 
Lany tank head or bulkhead and 
the baffle nearest it, shall in 
no case exceed 55 inches.” 


The proposal also states that 
each baffle required shall sub- 
| tend not less than 80 per cent 
of the cross sectional area of 
the tank. If air spaces are 
used between compartments, it 
'is required that such air spaces 
be arranged for venting and 


complete drainage at all times. | 
compartment | 


“Each tank 
shall be provided with a vacuum 
and pressure operated vent with 
a minimum effective opening of 
0.44 square inch, and shall also 
be provided with an emergency 
venting facility so constructed 
as to provide a minimum free- 
venting opening having a net 
area in square inches equal to 








Four Meetings on Bottled Gas 
Will Be Held by Distributors 


; N. P.N. News Bureau 
NEW YORK, Sept. 12. — Na- 
tional and local problems. af- 


fecting the liquefied petroleum 
gas industry will be discussed 
at the midwest section meeting 
of the Liquefied Petroleum Gas 
Assn., Sept. 22 and 23 at the 


Bismark Hotel, Chicago, ac- 
cording to F. R. Fetherston, 
secretary. 

Three other regional meet- 


ings have also been announced 
the Southern section, Sept. 26 


and 27, Ilotel Marion, Little 
Rock, Ark.; Pacific section, 
Oct. 4, Hotel St. Francis, San 


Francisco; Eastern section, one 
day during week of Oct. 10, At- 
lantie City. 

Programs for the midwest 
and southern section meetings 
include these speakers: 


Midwest Section 


99. 


Sept. Round table dis- 
cussion: “Activities and Prob- 
lems in My Territory”, by T. F. 
Forsyth, H. K. Strickler, F. B. 
Reusser, Otto Kohl, I. L. Tuck- 
Howard Sweet and Richard 
Verkamp. 

Sept. 23: “Federal Wage and 
Hours Act As It Applies to the 
Liquefied Petroleum Gas_ In- 
dustry”, by F. R. Fetherston. 

“Securing a Larger Profit Re- 
turn on Cylinder Investment 
and What Shell Petroleum 
Corp. Has Done to Accomplish 
That Purpose’, by F. B. Boice. 

“New Developments That 
Have Occurred in the Industry 


er 


During 1938”, by R. W. Thomas. 

“Methods We Have Been and 
Are Using to Build Additional 
Individual Consumer Load”, by 
Walter Naumer. 


Southern Section 


Sept. 26: “Safe Use of Lique- 


fied Petroleum Gases’, by J. 
Woodward Martin. ITlustrated 
by film. 


“What Can We Learn from 
Recent Events in the Industry?” 
by E. L. Mills. 

“Safe Transportation of Pe- 
troleum Gases”, by G. L. Bren- 
nan. 

“Progress of Underground 
Systems in Liquefied Petroleum 
Gas Industry”, by M. E. McKay. 
This will be followed by a 
round table discussion on the 
status of federal regulations, 
via rail, water and motor car- 
rier, state and local regulations, 
National Fire Protection Assn. 
rules and other regulations. 

“The Underwriters’ Labora- 
tories and Its Relation to the 
Liquefied Petroleum Gas _ In.- 
dustry”, by E. J. Smith. 

Sept. 27: “Action and Per- 
formance of Liquefied Petro- 
leum Gas Safety Valves”, by W. 
C. Buttner. 

Mr. Fetherston will present 
‘his talk on the federal wage and 
hours law. 

B. T. Harris has arranged a 
program for the afternoon, in- 
cluding barbecue and = swim- 
ming. 


the | 


| ment, 


,1.25 divided by 0.0025 times the 
capacity of the compartment in 
gallons for the purpose of re- 
lieving such internal pressure 
as may be created by exposure 
of the tank to the heat of a fire. 
If the emergency venting facil- 
ity incorporates a fusible ele- 
the fusing temperature 
of the element shall not exceed 
200 degrees F.” 

It is required that all draw- 
off valves or faucets have 
threaded ends, or be otherwise 
designed to insure a tight con- 
nection with the hose. 


Discharge Control 


In covering the subject of 
emergency discharge control, 
the proposal states that each 
compartment of a bottom dis- 
charge tank shall be equipped 
with an efficient shut-off valve 
located inside the shell of the 
tank in the compartment out- 
let, and that except during fill- 
ing and delivery operations, all 


such valves should be kept 
closed. 
It is further required that 


these valves be provided with 
a secondary closing mechanism, 
remote from the tank filling 
openings and discharge faucets, 
and that these shall be provided 
with a fusible section which will 
cause the valve to close auto- 
matically in case of fire. 

The minimum allowable shell 
thickness on truck tanks of 600 
gallons or less, as specified in 
the proposal, is 0.078 inch for 
open hearth, blue annealed or 
aluminum sheets. Between 600 
and 1200 gallons capacity the 
shell thickness specified is 0.109 
inch, which also applies for 
tanks over 1200 gallons when 
the compartments are of 600- 
gallon capacity or less. 

Since 1933, tank truck op- 
erators have been regulated in- 
directly by the National Fire 
Protection Assn. Suggested Or- 
dinance. In 1935, the ICC intro- 
duced regulations governing the 
transportation of inflammable 
liquids by tank trucks of com- 
mon carriers engaged in inter- 
state and foreign commerce. 

More recently, the ICC, under 
authority of the 1935 Motor Car- 
rier Act, ordered an investiga- 
tion into the transportation of 
explosives and dangerous ar- 
ticles by common, contract and 
private carriers which may be 
subject to that act. A similar 
investigation concerning the 
need for regulating private car- 
riers,- as provided in Section 
204 (a) (3) of the 1935 Motor 
Carrier Act, has been ordered 


by the commission. 
Representatives of the Ameri- 

Cen- 

Automotive 


can Petroleum Institute’s 
tral Committee on 
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Transportation and the Nation- 
al Truck Tank Assn. have been 
active in working with the ICC, 
providing criticisms and sug- 
gestions. 

Copies of the proposed draft 
of the motor carrier regulations 
have been mailed to oil com- 
panies and other shippers and! 
cther interested parties and are} 
available through the Interstate 
Commerce Commission at 
Washington. 


Conoco Line Valued: 


N.P.N. News Bureau 
WASHINGTON, Sept. 12. — 
Tentative valuation of carrier- 
owned-and-used properties of 
Continental Pipe Line Company 
set at $4,100,000 by the Inter- 
state Commerce Commission’s 
Valuation Bureau, has_ been 
made final since no protest was 
filed by the company within the 
required time limit. Valuation, 
as of Dec. 31, 1934, is for rate- 
making purposes, under ICC’s 
valuation orders of that year. 
Company’s properties are _lo- 
cated in Oklahoma, Kansas and 
Texas. 


‘Better Than 1937’ 
Says Skelly of '38 


N. P.N. News Bureau 

TULSA, Sept. 12.—President 
W. G. Skelly told the directors 
of the*Skelly Oil Co., at a meet- 
ing in Kansas City Sept. 7 that 
1938 had been a better year than 
1937 for company business. The 
meeting was the first for the di- 
rectors in the company’s new 
building here. 

Skelly said that if war 
alarms would quiet down busi- 
ness improvement would be 
pronounced. “This is still Amer- 
ica,” he added, ‘and we will get 
over the jitters, all of them.” 

The directors voted the regu- 
lar quarterly dividend on thes 
preferred stock. It will be pay- 
able Nov. 1 to stock of record 
Oct. 4. 

The directors were 
a buffet lawn party given by 
J. C. Nichols, Kansas City real 
estate operator. Other guests 
included Alf M. Landon, 1936 
Republican presidential nomi- 
nee; W. S. MeLucas, Detroit 
banker; Senator Arthur Capper 
of Kansas and John H. Kane, 
who recently retired as execu- 
tive vice president of Phillips 
Petroleum Co. 


guests at 


California July Gallonage 
LOS ANGELES, Sept. 10. 
Gasoline gallonage cf all com- 
panies operating in California 
in July was 151,604,895 gallons, 
a decrease of 0.61 per cent from 
the 152,538,426 gallons in July, 
1937, according to California 

Oil and Gas Assn. 
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In Midwest is Won By Jobbers 





By ALLEN S. JAMES 
N. P.N. News Bureau 
TULSA, Sept. 10.—Jobbers 
obtained a majority of the 
gasoline gallonage increase in 
five middle western states dur- 
ing the first half of 1938. 
That fact is the foundation for 
the prediction there will be no 
break this year in the trend to- 
ward the organized jobbing 
companies, and away from the 
outlets of major and _ semi- 





The trend in gasoline gal- 
lonage to the local jobbing 
companies, and away from 
the large oil companies was 
discussed in earlier issues of 
NPN, of Feb. 9, 1938, and 
June 29, 1938. 





major oil companies, in the re- 


tail distribution of motor fuel 
in the middle west. 

This trend first became no- 
ticeable late in 1936, after the 


major companies began spread- 


ing the dealer marketing plan, 


which originated in Iowa, to 
other middle western states, 
and at the same time intensi- 


fied their policy of turning over 





calities to good, live jobbers. 
The trend held steady through- 
out 1937, and the gallonage fig- 
ures for the first half of 1938, 
when compared with those for 
the same period in 1937, show 
no break in that trend. 

This dces not mean that the 
majors and semi-majors neces- 
sarily have suffered any actual 
gallonage loss. They simply 
have shifted to other shoulders 
more of the burden of paying 
the motor fuel taxes. 


Not all the gallonage in 
crease obtained by the other 
companies, however, can be 


attributed to the larger sale ot! 
majors’ or semi-majors’ branded 
products by independent mar 
keters. A large portion of the 
gain, it is known, particularly 
this year, has been on the part 
of jobbers selling their own 
brand or the smaller refiners’ 
brands, frequently at price con 
cessions. 

Getting 
middle western 
at random, a_ study 
gasoline tax reports for the 
first six months of this year 
and the first six months of 19387 
shows: 


back the ive 
selected 


ot their 


to 
states 





by lease or otherwise their bulk 1. The actual gallonage in 
and retail outlets in many lo- crease totaled 40,175,000 gallons 
TABLE 1 


Comparison of Total Gasoline Gallonage for First Six Months of 
1937 and 1938 of Major and Semi-Major Oil Companies in Five 
Middie Western States with Total Gallonage of Other Distributors 


(Figures in thousands of 
fuel taa 


Total 
Year Gallenage 
6 Mos. 1938 1,609,044 
6 Mos. 1987 1,568,869 
Increase . 40,175 
Per cent increase..... 2.6 


gallons, from state motor 
reports) 


Per Per 
Majors’ Cent of Others’ Cent of 
Gallonage Total Gallonage Total 
899,150 55.9 709,894 44.] 
$85,739 56.5 683,130 43.5 
13,411 33.4 26,864 66.6 
1.5 mi 3.9 


TABLE 2 


Change in Percentage of Total Gasoline Gallonage of Major 
and Semi-Major Companies and of All Other Companies in 
the Five Middle Western States, 1936-1938 


ILLINOIS: 
1936 (First 9 months) 
1937 (First 6 months) ; 
1938 (First 6 months) .. 

INDIANA: 

1936 (First 10 months 
1937 (First 6 months) 
1938 (First 6 months) 

MISSOURI: 
1936 (First 
1937 (First 
1938 (First 

KANSAS: 

1936 (First 8 
1937 (First 6 
1938 (First 

OKLAHOMA: 
1936 (First § 
1937 (First 6 
1938 (First 6 


10 months) 
6 months) 

6 months) 
months) 
months) 


6G months) 


Se) 


months) 
months) 
months) 


Majors and 
Semi-Majors 


All Other 
Companies 


c 
¢ 


61.6 38.4 
59.3 40.7 
alisha, ida ee 37.9 42. 
64.8 35.2 
aie ee 62.5 37.5 
eyes ce 62.2 37.8 
ee, eee Si 2. 
6.3 43. 
55.6 44.4 
51.1 48.9 
18.6 51.4 
ere ee eee 49.2 0.8 
iQ5 51.5 
46.6 53.4 
canine ace 17.5 52.5 





for the five states. This 
increase of 2.6 per cent 
the same period in 1937. 

2. The majors and_= semi- 
majors had an increase of 13,- 
111,000 gallons, or 1.5 per cent. 

3. “All other companies,” 
largely the local jobbing com- 
panies, had an increase of 26,- 
864,000 gallons, which amounted 
to 3.9 per cent. 

1. The majors and 
jors obtained 33.4 per 
the 


1S 


an 
over 


semi-ma- 
cent of 


actual inerease in gallon- 
age. The “all other companies” 
obtained 66.6 per cent of the 
actual increase. 

These figures together with 
the total gallonage of the 
majors and semi-majors and of 
the all other companies are 


shown in Table No. 1. It will be 
observed that, in the five states 
combined, the majors and semi- 
majors in the first months 
of 1937 obtained per cent 
of the total gallonage, while the 
remaining 43.5 per cent went to 
the other companies. 

In the first half of 1938, how- 
ever, the majors and = semi- 
majors dropped to a_percent- 
of 55.9, while the other 
companies moved up that 0.6 
per cent to 44.1 per cent. 


SIX 


56.5 


age 


Just how this trend has been 
moving along is shown in Table 
No. which lists the percent- 
age of the total gallonage the 
majors and semi-majors and 
the ail other companies obtained 
in the periods which have been 
discussed. It will be noted that 
periods of 8 to 10 months are 
used for 1936, while the first 
half of the year is used for 1937 
and 1938, in making the per- 
centage comparisons. This does 
not make enough difference, 
however, to throw out of bal- 
ance the over-all picture. 


It will be noted from Table 
No. 2 that, during the first half 
of 1938, the majors and semi- 
majors gained a little ground in 
Oklahoma and Kansas but not 
in the other three states where, 
incidentally, consumption was 
higher. The gain in Kansas 
amounted to 0.6 per cent, while 
in Oklahoma it was 0.9 per cent. 


Table No. compares the 
gasoline gallonage of the ma- 
jors and semi-majors with that 
of the other companies in the 
five middle western-states for 
the first half of 1938 and 1937. 

The figures present some sur- 
prising pictures. In Illinois, for 
example, the majors and semi- 
majors in the first six months 
of 1938 obtained only 2.2 per 
24) 
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Bureau Blames Bad Weather 
For 6% Dip in July Demand 


N. P.N. News Bureau 
WASHINGTON, Sept. 12. 
Domestic demand for motor fuel 
in July amounted to 47,474,000 
barrels, falling short of the 49,- 
930,000 barrels forecast by the 
Bureau of Mines and about 6 
per cent below actual demand of 
50,929,000 barrels in July, 1937, 

the bureau reports. 

Failure of domestic demand to 
reach expectations was “pri- 
marily because of the generally 
poor weather in July,” the bu- 
reau declared. It was the first 
time since 1933 that domestic 
consumption in July failed to 
top the June figure. 

Even with the July decrease, 
domestic demand for the first 
seven months of 1938, amount- 
ing to 292,227,000 barrels, was 
less than one per cent (0.8 per 
cent below the figure for the 
same period last year. Had the 
bureau’s forecast been fulfilled, 
the seven-month figure would 
have been ahead of 1937. 

One bright spot in the bu- 
reau’s report was that domestic 
demand for gas oil and distillate 





U.S. Crude Stocks 
Decrease Slightly 


By Teletype 
- N.P.N. News Bureau 
WASHINGTON, Sept. 13. - 


A decline of 110,000 barrels dur- 


ing the week ended September 


3 brought crude stocks to 284,- 
919,000 barrels on that date, al- 
most 26,000,000 barrels below 
stocks on September 4, 1937, 
when they were 310,417,000 bar- 
rels, Bureau of Mines reports. 

Stocks of foreign crude in- 
creased 162,000 barrels during 
the week, however, after drop- 
ping more than 200,000 barrels 
in the previous week, making 
the decrease for the week in 
refinable domestic stocks 272,- 
000 barrels. 

Stocks by 


grade or origin, September. 
showing changes, follow: —— 
Grade or Origin Aug. 27 Sept. 3 Change 
Penna. Grade .............. 6,077 6,159 + 82 
Other ee en 1,386 1,412 + 26 
Lima-Michigan .............. 1,161 1,251 + 90} 
Tll.-S.W. Indiana ............ 10,657 10,699 + 42 
eS eer eee 2,902 3,048 +146 
FESS er eee eee 6,287 6,265 — 22 
Louisiana ey er eer 14,206 13,829 —377 
ee eee 6,212 6,053 —159 
oO oS, 7,994 7,776 —218 
New Mexico ................ 7,816 7,624 —192 
ROMEO, sk cnc war cccnvcen 79,421 78,599 —822 | 
MN, wk nce wemeys 96,938 97,699 +761 
Ss oe | 24,118 24,425 -+-307 
West Texas ............ 18,000 17,926 — 74 
Gulf Coast 19,964 20,360 +396 
Cee “SOROS onc ccccvccs 34,856 +132 
Rocky Mountain 22,486 —238 
7 | er 33,077 +232 
I Saath a a aeigin Rare 2,615 +162 
Total U. S. 
Refinable ............. 285,029 284,919 —110 
Heavy in California.... 17,439 17,562 +123 





fuel oil increased materially 
over June and surpassed that of 
July, 1937. On the other hand, 
domestic demand for residual 
fuel oil was 20 per cent lower 
than a year ago, the report said. 

Gasoline stocks did not de- 
cline as expected in July, due 
to decreased demand and _ in- 
creased cracking activity, the 
bureau said. However, industry 
figures indicate that the de- 
crease in gasoline inventories 
was accelerated in August, re- 
covering much of the ground 
lost. Gasoline stocks on July 
31 were 76,732,000 barrels which 
was about 6,400,000 barrels more 
than on hand a year ago. 

Daily average crude oil pro- 
duction climbed to 3,319,000 bar- 
rels in July, 177,000 barrels 
above that of June. . The bu- 
reau’s forecast of crude require- 
ments for July was 3,398,100 
barrels, which was an underes- 
timate when withdrawals from 
crude stocks, averaging about 
130,000 barrels daily, are taken 
into consideration. Crude pro- 
duction in July, 1937, averaged 
3,571,600 barrels daily. 

Much of the increase in pro- 


duction during July was due to| 


abandonment of the Saturday 
shutdown in Texas where the 
daily average jumped to 1,365,- 


000 barrels daily, a gain of 165,-| 


000 barrels, (beginning Sept. 1 
the Saturday shutdown was re- 
stored). 

Arkansas, with Schuler field 
spotlighted, increased to 54,200 
barrels daily in July from 42,400 
barrels daily in June. 

Illinois was credited with 
“only” 53,000 barrels daily for 
July; since then, however, pro- 
duction from the new fields in 
southern Illinois, alone, has 
soared above 60,000 barrels. An- 
other instance of the rapidly 
changing picture in Illinois was 
the bureau’s pointing out that 
there were 116 well. completions 
in July; there were nearly this 
many—92—in one week early in 




















Latest Daily Crude Oil Production, Important Districts 
and Total U. S. 
(American Petroleum Institute figures) 
Week Ended 

Sept. 10 Sept. 3 Aug. 6 

Barrels Barrels Barrels 
Oklahoma City ............ 107,100 95,900 106,800 
Total Oklahoma . 447,500 432,400 422,900 
NN RT Ser ee Cee 154,300 161,200 151,750 
ts CS ee ee ne 368,350 441,650 440,100 
gt eee ea ete 1,210,650 1,387,300 1,390,800 
"TORS? LOUIMAMA -< 56.5556 00 « <5 271,100 266,450 261,750 
S. Illinois (New pools) 67,450 61,950 39,000 
Re RSONIRE 5 ad wives a oa eae Sa 664,600 651,800 652,400 
East of Rockies ........... 2,042,300 2,697,300 2,665,450 
fi tt eS Oe: Se er 3,206,900 3,349,100 3,317,850 
VU TMOG os bie oes 28,140 63,570 34,860 
Total New. SUpGly .6ss<. cos 3,235,040 3,412,670 3,352,710 








Pennsylvania Lube Stocks Drop Again, 
In ‘Shooting Distance’ Of 1937 Levels 





10c Cut Is Posted 
On Kentucky Crude 


LOUISVILLE, Sept. 13. — A 
new price of $1.20 per barrel for 
Kentucky crude oil purchased 
in its lines was posted Sept. 10 
by Stoll Oil Refining Co. The 
new price represents a 10-cent 
decline. 


ing for oil has been higher than 
is being paid in other (central 
states) fields,’ the company 


said in an announcement to its 
producers, and pointed to the 


current $1.10 price for oi] in the | 
| congested area of the Centralia, | 
Ill. field, and the recently re-| 


duced prices for Corning; O., 
and the lower-priced grades of 
Pennsylvania crude. 


“These crudes are competitive 
with us, particularly in neutrals 
and fuel oils which are now a 
drag on the market,” the an- 
nouncement said, adding that 
“surpluses can be disposed of 
cnly with difficulty at extreme- 
ly low prices.” 

Last previous change in Stoll 
pipe line oil was a 10-cent re- 
duction on June 22, 1938. 








1.Raw Long Residuum 


2. Steam Refined 


“The price we have been pay- | 


N. P.N. News Bureau 
WASHINGTON, Sept. 13. — 


Continued decline in inventories 
of the major lube items from 


/Pennsylvania crude oil in the 


seven-day period ended Sept. 8 
brought stocks to within “shoot- 
ing distance” of-the levels at 
this time last year, report of 
the National Petroleum Asso- 


ciation today showed. 


Inventories of finished de- 
waxed long residuum declined 
288,115 gallons to 1,942,902 gal- 
lons on Sept. 8. Bright stock 
inventories dropped 273,873 gal- 
lons, and at 15,967,821 gdllons 
on Sept. 8, inventories were only 
2,346,134 gallons above inven- 
tories on Sept. 9, 1937, the near- 
est comparable date last year 
for which figures are available. 

Stocks of viscous neutrals de- 
creased 214,485 gallons. Inven- 
tories of the 142-180 viscosity 
oils on Sept. 8 were 522,236 
gallons above inventories on 
Sept. 9 last year, while stocks 
of the higher viscosity oils on 
Sept. 8 were 1,015,577 gallons 
Below Sept. 9, 1937. 


Comparison of inventories as 


‘compiled by the N. P. A. from 


reports of all companies which 
refined Pennsylvania crude oil, 


(Including all raw long residuum 
below, and not salable, as 600 fire) 


(Includes all steam refined stock 
commonly sold or used as 600 and 


as raw material for bright stocks) 


3. Other Steam Refined 


(Not included in 1 and 2 above) 
4. Finished Dewaxed Long Res....... 


5. Bright Stock 


‘ follows: 
Sept. 1, Sept. 8, Sept. 9, 
1938 1938 1937 
Gallons Gallons Gallons 
1,647,046 1,526,222 1,440,584 
8,434,148 8,376,579 10,850,948 


6,829,702 


6,747,559 3,059,050 
2,231,017 : 4 


1,942,902 


(Does not include any material 


reported in 4, above).........: 


6. Viscous Neutral, below 180 vis. but 


not below 142 vis. @ 100 ...... 


7. Viscous Neutral, 180 vis. @ 100 and - 
DE kn waakdtn andes na aan 


.. 16,241,694 15,967,821 13,621,687 
.- 7,752,754 7,719,104 7,196,868 
.. 7,714,364 7,534,529 8,550,106 
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Oil Statistics at a Glance 

















CRUDE PRODUCTION: U. S. total daily average output drops 
140,000 barrels; Texas Saturday shutdown cuts state’s output 
176,650 barrels. U. S. output more than 200,000 barrels under 
Bureau of Mines estimate of September demand. 


CRUDE RUNS TO STILLS: Increased 40,000 barrels on daily 
average, but at 3,235,000 barrels, runs were 215,000 barrels 
less than in comparable last-year period. 


GASOLINE PRODUCTION: Jumped 303,000 barrels at plants 


reporting to A. P. I. 


GASOLINE STOCKS: Turned upward, increasing 346,000 bar- 
rels to 70,860,000 barrels on Sept. 10. 


GAS & FUEL OIL STOCKS: Approached 150,000,000-barrel 
mark with increase of 1,458,000 barrels last week. 








Crude Runs To Stills Up: 
Gasoline Stocks Increase 


, N.P.N. News Bureau 


NEW YORK, Sept. 13. — An 


; mp taled 336,000 barrels compared TOTAL U. S. MOTOR FUEL STOCKS 

eT Saee of 346,000 barrels to with the 303,000-barrels increase TITTT TTT TTT TTT ITT y | | TTT 
(0,860,000 barrels in its estl-|in production at reporting, 95 a EO Co 

mate of total U. S. gasoline pjants, 

stocks was reported today by 90F | 


the American Petroleum Insti- 
tute for the week ended Sept. 
10. 

Crude runs to stills increased 
40,000 barrels on daily average, 
gasoline production was higher 
and gas and fuel oil stocks con- 
tinued to climb, the Institute’s 


reporting to the Institute to- 


Gasoline production was 
down 43,000 barrels in the Lou- 
isiana-Gulf distriet and 15,000 
barrels in the Appalachian dis- 
trict. Increased production was 
reported in all other districts. 
Indiana - Hlinois - Kentucky led 
with an increase of 155,000 bar- 
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compared with this year’s in- 
crease of 346,000 barrels. In- 
ventories on Sept. 10 were 4,- 
563,000 barrels above the In- 


stitute’s estimate of inventories 


on the same 1937 date. 

An increase of 1,458,000 bar- 
rels in gas and fuel oil inven- 
tories last week pushed the 
country’s inventories to within 
less than a million barrels of 
the 150,000,000-barrels mark of 
Sept. 10. 

Stocks of gas oils and distil- 
lates increased 628,000 barrels 
to 30,573,000 barrels. East Coast 
inventories alone rose 319,000 
barrels. 

47 Leases Sold at Muskogee 

N. P.N. News Bureau 

TULSA, Sept. 12.—Of the 78 
oil and gas leases on restricted 
lands of the Five Civilized 
Tribes offered for sale Sept. 6 
at Muskogee, Okla., 47 were 
purchased by oil companies for 
a total of $4,596.67 in bonuses. 
Top price of $8 an acre was 
paid by the Mid-Continent Pe- 
troleum Corp. for an 80-acre 


= 


Pennsylvania Probe 
Awaits ‘Go’ Signal 


PITTSBURGH, 13. 
The commission 
to investigate the petroleum in- 
dustry in Pennsylvania has its 
staff all picked and $20,000 prac- 
tically in its hands but cannot 
begin its probe. 


Sept. 


newly-revived 


The one thing lacking is leg- 
islative confirmation of the re- 
appointment of members of the 
old commission, killed by the 
courts several months ago. And 
this seems to be jammed in the 
political wrangling at Harris- 
burg. 

Judge Ralph H. Smith, com- 
mission chairman, today said 
his group hasn’t held any meet- 
pending their confirma- 
until then, the commission 
has no power to act. So, Smith 
said he was unable to say now 


rheé : 
Ings, 


tion; 


tract in the revived Milfay area What plans the group will ad- 
of southwestern Creek county. O°Pt- 
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report also showed. rels. California w as Up 68,000 i al 
Last week was only the sec- neo ag oo < 
ond out of the past 22 in which) “4SSourl, 61,900 barrels. . DAILY AVERAGE CRUDE RUN TO STILLS 
the Institute’s estimate of gaso-| The largest increase in stocks 63 
line stocks increased over the Was in California where refin- 
previous week. /ers added 391,000 barrels to) § 
There was a 498,000-barrels| Storage. Changes in the position § 


increase in stocks the last week 


in July and the past week’s| 


smaller increase. Aside from 
this, the decline has been steady 
since April 2. 


Increased production account: | 
ed for nearly all of the increase | 
in gasoline stocks last week. 


| homa - Kansas - Missouri 


of stocks were comparatively 
small in other districts. Indiana- 
Illinois-Kentucky stocks were 
down 88,000 barrels, while Okla- 
inven- 
tories increased 81,000 barrels. 

Stocks of gasoline in the com- 
parable seven-day period last 


Ww Ww 


nN 
122) 
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A 219% 310174 
The increase in stocks at plants! year declined 321,000 barrels, as VAN FEB. MAR APROMAY «JUNE «JULY «AUG «SEPT OCT) 3=—NOV CODEC. 
\ . ¥ 
7 
CURRENT REFINERY OPERATIONS 
. 
+. e . ‘ . + 
(Figures in Thousands of Barrels of 42 Gallons Each) 
Stocks 
Daily Average Per Cent of (a) Total Finished Stocks of Gas and Fuel Oil 
Per Cent Crude to Stills Reporting Capacity Gasoline and Unfinished Gas Oi! and Residual Fuel 
Capacity Operated Production Motor Fuel()b) Distillates oil Total 
Districts Reporting Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended 
Sept.10 Sept. 3 Sept. 10 Sept. 3 Sept. 10 Sept. 3 Sept. 10 Sept. 3 Sept. 10 Sept. 3 Sept. 10 Sept. 3 Sept. 10 Sept. 3 

East Coast 100.0 471 506 76 6 &2.3 1,573 1,538 19,631 19,627 6,765 6,446 8,333 8,214 15,098 14,660 
Appalachian 85.9 103 102 80.5 79.7 386 401 2,988 3,081 226 227 750 764 976 991 
Ind., Ill., Ky 89.0 420 398 86.4 81.9 1,805 1,650 10,550 10,638 3,734 3,697 5,604 678 9 338 9,375 
Okla., Kans., Mo $1.6 274 270 80.1 78.9 (¢c) 1,048 c) 987 6,413 6,332 1,180 1,125 3,305 256 $485 4.381 
Inland Texas 50.3 118 112 74.2 70.4 10 $97 1,732 1,716 366 360 1,601 1,596 1.967 1.929 
Texas Gulf 838.9 766 772 91.4 92.1 2,472 2,456 10,156 10,098 5,694 5,513 8,048 8 ,O3¢ 13,742 13,549 
La. Guif ae 97.3 142 119 17.9 87.5 292 335 2,084 2,126 1,166 1,184 2,096 2,077 3, 262 3,261 
No. La., Ark. 55.0 44 38 80.0 69.1 122 110 519 488 282 275 07 591 s79 866 
Rocky Mt 54.2 43 1 67.2 79.7 224 223 1,219 1,241 127 122 711 716 S38 838 
California 90.0 528 510 70.9 8.5 1,495 1,427 12,018 11,627 10,323 10,296 85,116 84,500 95,439 94,796 
Total Reporting..... ‘ 85.5 2,909 2,878 $1.3 80.7 9,927 9,624 67,310 66,974 29,863 29,245 116,161 115,401 146,024 144,646 
ge A Total 3,235 3,195 70.860 70,514 30,573 29,945 118,531 117.701 149,104 147.646 


(a) Includes straight-run, cracked, and natural blended. 
(b) Ineiudes stocks at refineries, in bulk terminals, { and in transit 
(c) 12% of reporting capacity in this district did not report gasoline production. 


ne lines 
Pp 1€ 
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Of Mid-western Gallonage 


Jobbers Get Larger Slice 
| 
| 


(Continued from page 21) 
cent of the actual increase 


gallonage, the other companies 


obtaining 97.8 per cent. 


The majors and semi-majors 


actual 
amounting 


had an 
crease 


gallonage 


the others had an increase 
15,196,000 gallons or 6.1 


cent. 


2.5 per cent gain. 


Indiana is even more surpris- 


ing. There was a decrease 


total 
of 1,481,000 gallons. 


had an increase of 
lons, or 0.4 per cent. 


The total gallonage increase 
in Kansas, 6,811,000 
amounted to 3.2 per cent. 
majors and semi-majors, 


their 


increase, while 
obtained 


the total 
other companies 
per cent. 

The major and 
companies, with an 
5,900,000 gallons in 
accounted for 66.1 
the total 
gallons. 
obtained 
cent. 

In 
other 


cent 


per 


99 


however, 
obtained 


Missouri, 
companies 


948,000 gallons, or 59.8 per cent 
9,947,- 


increase of 
The major 
companies, 


of the actual 
000 gallons. 


semi-major 


to 334,000 
gallons or 0.09 per cent, while 


The total increase of 15,- 
530,000 gallons amounted to a 


gasoline gallonage of 1,- 
044,000 gallons, and the majors 
topped that figure with a decline 
The other 
companies, on the other hand, 
437,000 gal- 


gallons, 
The 
with 
increase of 4,659,000 gal 
lons; obtained 68.4 per cent of 


semi-major 
increase of 


Oklahoma, 
increase of 8,931,000 


The other companies 
the remaining 33.9 pei 


with 





DEATHS | 


John J. Brehm 


CHICAGO, Sept. 9. — Funeral | 
services were held here today | 


Contents 








| 
| 


for John J. Brehm, 61, founder | 
of John J. Brehm & Sons Co., | 


the 


first 


fue 


l oil 


distributor in 


Hammond, Ind., who died Labor | 
Day after several years of fail- 
ing health. | 


Mr. Brehm, 


a coal distributor | 


in the Hammond district since | 


1897, 


took 


tion in 1922. 
retails gasoline in 


TULSA, 


Thomas N. 


on 


His 


Pp oe 


Sept. 


fuel 


oil distribu- 
company also 
Hammond. 


Brown r 
N. News Bureau 
12.._-Thomas 


N. Brown, son of Tom F. Brown, 
safety engineer for the Gulf Oil | 
Corp., and D. M. Sanders, pipe 


line 


pumper, 
Odessa, Tex., Sept. 7 


automobile 


WaS a 


College ar 


im 4 
Aa 


mer. 


BISMARCK, N. 


} 
2 Tne 


seniol 


oil fic 


overt 


* oF 
al 


d had be 
lds during the sum- 


were 


killed near 
when an 
urned. Brown 
Texas A. & M. 
n employed 


D., Sept. 7. 


Gasoline consumption in North 


Dakota 


lons 


totaled 
in July, a decrease of 1,- 


11,383,735 


gal- 


430,000 gallons, or 11.16 per cent 
under July a year ago, accord- 


ing to state tax returns. 


Gaso-| 


iine tax collections in July were 


their increase of 4,000,000 gal- 
lons, had 40.2 per cent of the g941 519. 
gain. 





TABLE 3 


Comparison of Gasoline Gallonage of Major and Semi-Major 
Companies with That of Other Companies in Five Middle Western 
States for the First Six Months of 1938 and 1937 


(Figures in thousands of gallons, from state motor 
fuel tax reports) 


Total 
Gallonage 


ILLINOIS: 


1938 631,230 
1937 615,700 
Increase 15,530 
Per cent increase : “ T. 
INDIANA: 
1938 289,786 
1937 290,830 
Increase . 1,044 
Per cent change 0.4 
MISSOURI: 
1938 282,487 
1937 272,540 
Increase 9,947 
Per < t increase 3.6 
KANSAS 
1938 222 
937 215,654 
crease 6.811 
Per cent increase 3.2 
OKLAHOMA: 
1938 183,076 
1937 174,145 
Increase 8,931 
increase 5.1 


Per cent 
‘luded: S. O 
Pure, 
Magnolia. 


Majors ine 
Socony-Vacuum, 
Continental, Gulf, 





Mid-Continent 


Pet, 


Corp., 


Skelly, 


Per Per | 
Majors’ Centof Others’ Centof 
Gallonage Total Gallonage Total 
365,445 57.9 265,785 42.1 
365,111 59.3 250, 589 40.7 
334 y? Be 15,196 97.8 
0.09 6.1 ae 
180,225 62.2 109,561 37.8 
181,706 62.5 , 109,124 37.5 
1,481 ae 437 ne 
—.9 ’ t-O.4 
157,131 55.6 125,356 44.4 
153,132 56.2 119,408 43.8 
3,999 40.2 5,948 59.8 
2.6 5.0 - 
109,37 62.2 109,561 37.8 
104,719 48.6 110,935 51.4 
4,659 68.4 2,152 : 
4.4 1.9 
86,971 47.5 96,105 52.5 
81,071 46.6 93,074 53.4 
5,900 66.1 3.031 33.9 
7.3 3.3 es 
Indiana, Phillips, Sinclair, Shell, Texas Co., 


Cities Service, 


NEWS 


Madison Oil Cases Giv- 
en to New Judge.... 
Mid-Continent Keeps Its 
Eye on New Fields... 
‘Gas’ Weight Case Set 
for Argument Before 
ICC Group 
New Blood Injected 
Alky-Gas Group 
Detroit Price Suits Post- 
poned a Month....... 
New Judge in Madison 
Case was Appointed 
by Harding 
Attack on Texas Prora- 
tion Charges Loss by 
Drainage 
Boom for American Oil 
Looms as Swords Rat- 
tle 
“Sales 


in 


Mean Jobs” is 
Theme of Motor Oil 
SAAAVETE: se: 15.04 493,500 
Grease Institute Meet- 
ing Oct. 3-4 Will Dis- 


cuss Lubes from All 
BNPIOS 66 case ne ees 
PMOTIONS: ois kcas aus 
High Public Service 


Achieved by Oil in 
Supplying Motor Fuel 
Newspaperman Draws 
Veil on Doings at 
Washington 
Facts, Not Theories is 
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O. B. I. Approval Seal is 
Needed for Burner 
Loan 


eeoeeer eee ee eeee 
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James A. Veasey, Expert 
on Oil Law, Retires 
Nov. 1 from Carter 
Oe SCOs ss scsnrre 

Stocks of ‘Natural’ 
Climb to New Peak.. 

Use of Liquid Fuel is 
A. SMe. FO. 

O’Mahoney Quizzer Will 
Go To Oil Trade As- 
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Feature of the design of the new Wilshire bulk plant is the six 

loading stands, with a new type of counter-balanced, multipk 

movement filling arm. The 12 

combined delivery rate of 3600 gallons per minute. The vertical 

dials on the bank of meters may be seen through the windows 

in the meter house. At the right of this building are tour, tour 
inch meters tor a wholesale loading rack 


outlets thus provided have a 


Fast Handling 


As Achieved Through New 
Pacific Coast Bulk Plant 


Accurate Measuring 
Large Volume Throughput 


dollar spent in better arrangement of 
facilities and for equipment designed 
to speed loading, reduce _ losses 
whether due to evaporation, leaks, or 
some other cause—check plant through- 
put, protect against fire and explosion, 
or to boost the general plant efficiency, 
is more than a dollar earned. 

A case in point is a new bulk load- 
ing station recently built by Wilshire 
shire Oil Co. in Los Angeles. Oil Co., progressive California inde- 
pendent, to handle its wholesale dis- 
tribution in the Los Angeles area. 


By Jack Westsmith 


N. P. N. Staff Writer 


Practical methods for rapid handling and accurate measurement of a 
volume of three grades of gasoline amounting to as much as 8,000,000 


gallons a month were worked out in the design of a bulk plant for Wil- 


Direct connection of pump, strainer, air eliminator and meter between 


supply tank and each of the 16 outlet points increases speed in handling, 


Facep with the problem of moving 
about 8,000,000 gallons of gasoline a 
month through a central loading plant 
supplied by pipeline from its Los An- 
geles Basin refinery, the company had 
in mind a plant designed for fast, 
efficient operation and providing an 
absolute check on the large volume of 


and avoids any possibility of contamination of product. 


Unique design of a counter-balanced, multiple-movement loading arm 


is described. 


Axew bulk plant is to be 
built, or an old one modernized. Such 


other items which, if not considered, 
may mean the difference between 
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a problem faces every oil distributor 
at one time or another and a correct 
solution demands complete and thor: 
ough analysis of all vital factors, in 
advance of construction and not after 
the building program is well under 
way. 

In other words, the modern bulk 
plant is no hit or miss proposition; 
it does not just happen but is the re- 
sult of much study on such factors 
as size, shape, capacity—present and 
future, efficiency, equipment, cost and 


1938 


profit and loss for the operations. 

Nearly every installation has its own 
peculiar requirements which will call 
for special handling and probably no 
dozen oil company engineers could 
agree on what is the best in design 
and arrangement; but it is generally 
conceded that much of the inefficiency 
and loss in bulk plant operation can 
be corrected by observing certain 
fundamentals in design. 

Experience gained by Pacific Coast 
marketing companies has proved a 


products handled. 

Even a one per cent loss from evapo- 
ration, leakage or other causes, would 
mean 80,000 gallons of products during 
the month, so that the very nature of 
the operations dictated the use of 
valves, pipes, joints, tanks and auxil- 
iary equipment which could be _ sub- 
jected to heavy loads without contri- 
buting to the losses. 

Knowing there would be some differ- 
ence between the volume of products 
delivered to the bulk plant from the 








refinery and the volume ultimately 
distributed to service stations or sub- 
bulk plants, the company wanted to 
have its fingers at all times on the 
amount of this difference. 

To tell whether the difference, loss or 
inefficiency was exceeding the maxi- 
mum considered reasonable for good 
operating practice the company put 
liquid measuring equipment on every 
outlet of the plant, including the large 
fleet of trucks supplying the retail 
trade. 

Even the fuel supplied to company 
trucks and cars is metered and ac- 
counted for by a delivery ticket. 

Bulk metering of petroleum prod- 
ucts is no new practice with the Wil- 
shire company. It was one of the first 
west coast oil companies to recognize 
the importance of meters in eliminat- 
ing bulk plant and distribution losses 
and started using this equipment as 
far back as 1921. 

Even before that, W. D. Smith, now 
assistant secretary of the company, 
when manager of operations in 1917, 






































Twelve, 3-inch, 300 g.p.m. meters, direct con- 
OR!viwar . : 

nected through individual air eliminators, strain- 

———_— ; 
ers and pumps to four secondary supply tanks, 
1s installed in the new bulk plant of the Wilshire 
| ———______— l wae Oil Co. in Los Angeles. Placement of the meters 
_—_—_——_<_—_— << tH is such that, in actual operation, the vertical 


| dials face the front window for ease in reading 
| | from the outside. Horizontal dials in the body 





o£ the meters are read by an operator in th 






























































| = pump house 
| | pieaeimninesssiscaigillte, 
| | | | 
} = = | | - A attempted to use a water meter for 
| | | gauging a much smaller bulk plant 
| throughput of petroleum products. A\l- 
though the experiment was not a suc- 
| || re cess, it paved the way for later ac- 
ieee eae | |] = ] ceptance of improved gasoline meter- 
| | | | | ing equipment. 
© see 1] | | ; —=Yo) swine spours Need for a new bulk loading depot 
sash epilieiaed adele | | | [ ] with greater capacity and faster load- 
ing speeds to handle consistently in- 
‘ ommenens , creasing sales had been felt for some 


time, but it became acute when the 
company changed its distributing pol- 























- ice on ———, icy several months ago. 
METER = | 
c tlilalalaia Ar this time the company cut down 
My IL : on rack sales to outside dealers and 
a ae SP SB <3 : a : sy: 
= ae expanded its own transportation facili- 
aE Se ties to provide for company distribu- 
Es | Witititi tion of products. This meant the pur- 
¥ § Pr , chase of about 50 new vehicles—3000- 
“8 gallon semi-trailer tank trucks and 
. Shit te ttt 6000-gallon truck and trailer transport 
Sneed us ou Ug units—and created a traffic problem in 
HH —— — ° 
| handling the large fleet through a 
’ single yard. 
CONCRETE DIME 


In the old plant, bulk loading was 
divided between two widely separated 
yards and there was not quite the same 


























— need to get the trucks filled and away 
——— SS} ee as in the new method of operation, 
a ce where idle company trucks represent- 
GASOLINE LOADING RACK eda very definite loss. 
WK SHIRE Olt “Oo IM A : 
With between seven and eight mil- 
0 $ ° 0 20 30 “oo ° . . 
a, FF lion gallons of gasoline moving through 
, gS ; 2 is yléE ; 7 ¥ , a A n € 
General layout of tankage, piping, pumps, meters and loading racks at new Wilshire Oil Co. : I w petri ef tn - “ - 
bulk plant at Los Angeles. There is a direct connection between each nozzle on the loading rack rate Of about <2ov, ga ons a day, 1 
and a supply tank, 12 1n all, tor retail delivery equipment. There are also four lines ior was found necessary to increase the 
wholesale deliveries by truck which are not shown here number of loading points and to boost 
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the rate of delivery in order to meet 
the faster operating schedules. 

An important reason for the large 
number of loading points at this bulk 
depot centers around the fact that de- 


livery: trucks bunch up for 
twice during the day. 

These peak periods occur about noon, 
after the morning run, and in the late 
afternoon when those units not in night 
service are loaded for the next morn- 
ing. This system is followed in order 
to facilitate early morning movement 
of equipment and also because a truck 
is safer standing loaded than empty. 
The engines are warmed up and all 
ready to go when the drivers arrive in 
the morning. 


refills 


ODAY Wilshire operates some 80 
tank trucks of all classifications in ef 
fecting its gasoline distribution and 
about 60 of these load at the new plant, 
located in the town of Vernon, a few 
miles south of downtown Los Angeles 
and not a great pipeline distance from 
the company’s Norwalk refinery. 

The plant has 16 truck loading out 
lets, 12 for retail delivery equipment 
and 4 for wholesale transports, yet the 
traffic yard is so arranged that one 
truck cannot block another, coming in 
or going out. 

There are a number of unique lay-out 
features about this plant, not the least 
of which is the provision for a direct 
connection between each loading nozzle 
and the supply tank. As a unit in each 
of the 16 lines is a set-up consisting of 
pump, strainer, air eliminator and me- 
ter. 

This direct, measured connection on 
each line increases speed, as compared 
with manifolding several lines through 
a single meter, and eliminates all pos- 
sibilities of product contamination. 

Essential details of the plant include 
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four 820-barrel surge tanks, for storing 
pipeline deliveries from a million-bar- 
rel tank farm nearby, a combination 
meter house and cashier-dispatcher 


office and the 16 individual loading 
units. 


In operation, three of the four grades 
of gasoline marketed by the company 
are handled through the four surge 
tanks. One grade—straightrun, competi- 
tive—which is sold in truck and trailer 
lots, by-passes the surge tanks and is 
piped direct through pump, strainer, 
air eliminator and meter to a transport 
loading rack. The other three products 
are also supplied to this rack, but from 
the same lines delivering to the surge 
tanks. 


Reciprocating pumps take _ three 
products “Economy” (largest seller, 


two tanks), “Super Octane” and “Pol- 
ly” (a high octane gasoline made pos- 
sible by the recently completed poly- 
merization plant), from the tank farm 


through 6-inch lines to the surge 
tanks. 
The volume delivered is regulated 


by a pilot-operated liquid level control, 
and the level is maintained at just 
below the Foamon connection near the 


top of the tank. Should the float fail 
to operate, a high level alarm sets 


off a “howler” and a warning light in- 
dicates which tank is high. Each tank 


is equipped with a 6-inch vent unit 
and flame arrestor. 
From these tanks, eight-inch lines 


connect to 8-inch headers which open 
into 6-inch lines to the pumps, where 
they are again reduced to connect with 
a 4-inch inlet. There are three lines 
from the header on the first “Econ- 
omy” tank, four from the header on 
the second, three from the “Polly” 
header and two from the “Super 
Economy.” 


The centrifugal pumps are capable 
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Operation rf the new typ 
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of delivering 400 g.p.m. on fleod suc- 
tion, and are yielding this through 
the four-inch meters on the wholesale 
system. Although the same speed could 
be maintained through the 3-inch me- 
ters on the retail loading lines, the com- 
pany found 300 g.p.m. gave a less turbu- 
lent flow and reduced evaporation. Each 
pump is driven by a 10 h.p. explosion- 
proof motor, which is automatically 
controlled from the individual loading 
points. 


Close coupled to the pumps and in 
back of the meter house are the strain- 
ers and air eliminators on each line. 
The strainers are 4-inch on the whole 
sale and 3-inch on the retail system. 
The air eliminators are 4-inch all the 
way through, have a length of five feet 
and a 36-inch diameter. 


HE small amount of air and gas 
taken out of the lines by the elimina 
tors is automatically discharged to an 
auxiliary 500-gallon tank, where it is 
recovered as a mixture of the 
products handled. 


four 


In the central building, which serves 
as a combination meter house and sales 
office, one room 17 feet wide and 32 
feet long provides space for the twelve 
3-inch meters used on the retail load 
ing lines. The four 4-inch wholesale 
meters are on the outside of this build- 
ing. 


Because the state department of 
weights and measures rules that the 
meter dial must be visible to the truck 
driver or independent purchaser of gas 
oline, these retail delivery meters have 
two counters. One is vertical and faces 
a long window across the front of 
the building, the other is horizontal and 
in the body of the meter where it can 
be read by an attendant in the meter 
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Between the meter house on the left and the 








supply tanks out of the picture on the right, 


these air eliminators, strainers and pumps complete the direct connection between supply and load- 


ing points on 16 separate lines. 


The four lines in the foreground lead to the wholesale rack and are 


supplied direct from a nearby tank farm 


house who controls ail loading in the 
yard. 

The bank of 12 meters is set into a 
well in the elevated floor of the meter 
house. An accompanying photograph 
taken inside this building illustrates 
the location of the meters. 

Also included in this room, for ease 
of checking, are three small meters 
which measure gasoline delivered at 
each loading point in the yard as fuel 
for company trucks. There are two 
1%4-inch and one 1-inch meters in this 
service system. 


N designing the loading yard, W. J. 
Neeley, chief engineer for Wilshire, had 
an opportunity to express his ingenuity. 
The problem was rather clear-cut, de- 
manding a multiplicity of high-speed 
loading outlets and free movement and 
easy maneuvering of a large number 
of trucks 24 hours a day. 

Fortunately, there was no restriction 
on space available for the loading yard. 
The plant is about 240 feet wide and 
356 feet long, opening into two parallel 
streets at the ends. 

Loading facilities for the retail de- 
livery fleet are in front of the meter 
house and consist of six separate stands 
with loading possible on two sides, or 
12 outlets in all. Looking out from the 
meter house there are two rows of 
these dual stands, 80 feet apart and 
three stands deep in each row, 37 feet 
center to center. 

Each stand consists of a supporting 
member, made of 12-inch casing 26 
feet long with 5 feet buried in a con- 
crete base. This is flanked on two sides 
by a 3-inch riser and a counter-balanced, 
multiple-movement fill-arm. 

The flexibility and operating ease 


offered by the loading arm design has 
contributed to fast movement of trucks 
in the plant. The arm utilizes a series 
of swing joints and is so balanced that 
the outlet nozzle can be quickly spotted 
over the tank openings without moving 
the truck. By careful placing of a 
truck and trailer unit, it is possible to 
fill the two tanks successively from the 
one loading spout. It is also possible 
to swing both arms on the same side 
of the upright. 

The bottom of the spout on each 
loading arm is 10 feet above grade 
when resting in a rack attached to 
another section of the arm. Loading 
pumps are automatically started when 
the operator lifts the spout off this 
rack. 

Methods used in bracing this loading 
arm construction to insure perfect 
balance between the various flexible 
parts, are illustrated in accompanying 
views. Lights for night loading are 
suspended from the uprights, which 
are also supports for the truck gaso- 
line and water service hoses. 

Each of the six dual stands is 
flanked along the two loading sides 
by 6-inch concrete slabs, 11 feet wide 
and 48 feet long, with their long sides 
in the direction of travel through the 
yard. These slabs are absolutely level, 
for accuracy in marker loading against 
the meters. 

There are seven outlets for the 
Economy grade, three for Polly and 
two for Super Octane. In other words, 
three of the stands are Economy on 
both sides, one is split between Econo- 
my and Polly and one is all Super Oc- 
tane. The loading lines for the three 
grades are painted identifying colors. 

Plans are now being made to pave 
the yard, except for the cement slabs, 





with a 6-inch layer of asphaltic con- 
crete. 

Loading facilities on the transport 
rack, which is in another part of the 
yard and is more or less conventional 
in design, offer four outlets and also 
feature the use of swing joints in 
achieving micrometer movement of 
the loading nozzle. Concrete blocks 
along two sides of this rack are 11 
feet wide, 65 feet long and.6 inches 
thick. 

A discussion of this plant would 
not be complete without mention of 
a meter calibrating unit used in ad- 
justing measuring equipment on the 
trucks, after installation. This consists 
of a cement well which holds a 50- 
gallon calibrated tank — verified by 
the state department of weights and 
measures. 

The truck with the meter to be 
tested is spotted on a level cement 
slab alongside this well and is emptied 
through the meter to the gauging tank. 
From here, the measured liquid drops 
by gravity into a 1000-gallon under- 
ground tank and, following completion 
of the test, is pumped back into the 
truck. 

Meters used in the loading operation 
are calibrated by the weights and 
measures department following _ in- 
stallation. A calibrated 3000-gallon 
truck is filled from the loading spout 
supplied by the meter being checked 
and the volume received is compared 
with the meter reading. 


OMPLETED less than a month ago, 
this plant is now undergoing a com- 
plete adjustment of all metering 
equipment used in loading. When this 
is finished the truck tanks will be 
filled by meter and the tank marker 
will serve only as a check. 


In practice, a truck driver will read 
the loading meters before and after 
taking on a load and the dome caps 
will be sealed by the yard superin- 
tendent immediately the fill is com- 
pleted. The driver is then required to 
give an accounting of the amount 
shown. 

Readings on the truck meter at the 
start and the finish of a delivery run 
establish the quantity sold and how 
much remains in the tank, which can 
be further checked on the next fill. 


Wilshire uses many one and two 
compartment tanks of about 3000-gal- 
lon capacity and routes these so that 
generally only one product is carried 
on each truck at a time. 

To promote efficient traffic move- 
ment in the yard, part of the control 
house is used by the dispatcher and 
cashier’s office, and a quick exchange 
of orders, delivery tickets, or money 
between this station and the nearby 
general offices is effected by means 
of a pneumatic tube system. 

Company officials say it is still too 
early to determine the accuracy of the 
new loading operations, but believe 
the savings in time and products will 
quickly offset the cost for construction 
and equipment. 
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‘BETTER, BUSINESS | 
~ FOR INDEPENDENT’ 
ORL JOBBERS 





A NEW FREE BOOK FOR YOU 


NOW its the oil jobbers turn 


Refiners learned it long ago 
through years of happy 
experience 


Many jobbers have never 
learned it—they never had 
the chance 


Most motorists know noth- 
ing about it—nobody ever 
told them 


Now it’s the jobber’s turn 
to learn—and to pass it on 
to the motorist—it will pay 


Universal Oil Products Co 
Chicago, Illinois 


SEPTEMBER 14, 1938 





If you are a jobber you 
want the book pictured 
above It was written for you 


It tells how others are 
cashing in on the suggestions 
it presents 


It may give you a new idea 
about gasoline—a new slant 
on sales possibilities 


It’s free and we want you 
to have it 


Write Dept B-22 for your copy 


Dubbs Cracking Process 


Owner and Licensor 





















































\ salesman in a Pure Oil Co. station making 


also in the window 





tire sale. His tires are displayed on the sidewalk directly in front of station display window and 


Suggested Tire Stocks 


For Oil Companies 


By E. L. Barringer 
N. P.N. Staff Writer 


What stocks of tires should the oil jobbing company carry, to allow 


it to meet the needs of the greatest possible number of its customers, 


without having too much of its working capital tied up in this particular 


class of merchandise? 


The suggestions of one large oil company on this point are given 


in the accompanying article and also its estimates of the sales in percent- 


age ratio of various tire sizes. 


‘ also given. 


LL ow many tires should a 
service station carry in stock? 

How many tires should an oil mar 
keting company’s bulk plant carry in 
stock? 

Fundamental questions, yes, but one 
of the first principles of retail and 
wholesale business is to have suffi 
cient stock in order not to lose sales, 
yet not too much inventory to the 
point that working capital is tied up 
in idle merchandise. With the oil mar- 
keting company particularly sufficient 


Methods used in recording tire stocks are 


capital should be available at all 
times to meet the needs of its pri- 
mary gasoline and oil business. 

For jobbers and dealers handling 
Pure Oil Co’s. line of tires the com- 
pany’s tire and accessory department 
has a solution for both questions. 

The answer for the average service 
station is a suggested stock of 18 
tires, including first and second lines, 
four and six plys. 

The answer for the average bulk 
plant is a suggested stock of 90 tires, 


also including four and six plys, first 
and second lines. 

The jobber just beginning to whole- 
sale tires would multiply the above 
figures by the number of his outlets 
involved to get some idea of his own 
needs. If the jobber’s set-up includes 
say 20 stations or dealers and one 
bulk plant, then his needs in tire 
stock would be 18 times the 20 out- 
lets, plus 90 tires for the bulk plant, 
ov a total of 450 tires. 


’ 

Tuese stock suggestions are based 
on the tire and accessory department’s 
annual survey of the company’s prob- 
able tire sales. Three factors are in- 
volved in arriving at the final es- 
timate. 

One factor is the latest figures on 
national replacement tire sales. An- 
other is the number of new automo- 
biles sold during the previous year, 
as to the tire sizes of the various 
models. 

A third factor is the probable num- 
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This service station cashes in on the modern 
invitation its Pittco Front extends to drivers in 
Pittsburgh, Pa. 
beauty . . . by day, with their bright, crystalline 
appearance. . . at night, cheerfully illuminated 
from behind to attract passers-by 


this will put you 


OUR OLE? OVEROE SAD 


{nd PC Glass Blocks add to its 


{ Front like 


on the path to extra profits 








ESTO RE FRONT 


WANT More BUSINESS? 


BUY A PITTCO STATION FRONT! 


F. won Front adds sales appeal to 
any station. Modern, sparkling 
and inviting, it will bring new faces 
into your drive and help to attract 
business from all over town. A Pittco 
Front will do an A-1 job of bringing 
back the business that has been going 
to your competitors. 

A Pittco Front pays its own way, 
too, with the extra profits it makes 
possible. When vou remodel your 
station with a Pittco Store Front, con- 


sult an architect to assure an eco- 


nomical, well-planned job. Our stafl 
of experts will gladly cooperate with 
him in planning a Pittco Front to 
suit your needs. And there’s an easy 
way to finance vour Pittco remodel- 
ing... the Pittsburgh Time Payment 
Plan. Pay just 20°, down—then settle 
the balance out of income. 

You'll find our free book interest 
ing and informative, full of figures, 
facts and photographs of Pittco in- 
stallations evervwhere. Mail the cou- 


pon today for your copy. And in the 


watch for the Pittco 
Our 


branch will tell vou when it will be 


meanwhile, 


Store Front Caravan. local 


in vour vicinity. 


------------------- 


Pittsburgh Plate Glass Company, 
2378 A Grant Bldg., Pittsburgh, Pa. 


Please send me, without obligation, your new 
book entitled “Producing Bigger Profits with Pitteo 
Store Fronts.”’ 


] 
7 | 
[ | 
| ] 


City State 


Liss-ccecescaenbaiaerieeneaicelidinenain 


PITTSBURGH PLATE GLASS COMPANY 
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ber of years a motor car is driven, 
to take into consideration how long 
models requiring certain sizes will be 
on the highways, hence in the market 
for replacement tires. This factor is 
the most difficult to handle. For ex- 
ample, the department has found that 
30 by 3% tires are still in demand 
in some areas. Yet, the last model 
car to take this size was the 1923 
Model T Ford. Table No. 1 lists the 
car makes and models which take a 
6.00 x 16 tire, which Pure Oil Co. 
estimates will make up 23.34 per cent 
of its total tire sales this year. 


The estimate of the company’s 1938 
tire business shows that one size, 
6.00 x 16, four ply, first line, is ex- 
pected to be the best seller, estimated 
to account for 18 per cent of total 
sales. In second place in this estimate 
is the 5.50 x 17 size, first line, four 
ply, at 13 per cent of sales, with the 
4.75 x 19 size, second line, four ply, 
in third place with an estimated 8 
per cent of sales. 


The same sizes have the same rank- 
ing in taking into consideration an- 
ticipated sales for both first and sec- 
ond lines and both four and six plys. 
The 6.00 x 16 size is estimated to 
represent 23.34 per cent of total sales 
on this grouping, the 5.50 x 17 size 
17.39 per cent, and the 4.75 x 19 size 
13.38 per cent. 

Another grouping of the 1938 sales 
estimate has the first 10 sizes, for 


BOW and 20W 


MOTGR GILS 


ne: te 100% pure Wennsiioatin 


Sth ae 


Here are motor oils refined from nature's finest crude, conditioned 
for cold-weather driving—l0 W and 20 W grades in Beaver-Penn, 
Fort Pitt, Penn Trump and Four-State, or packed under your own 
brand name. Now is the time to stock-up for the winter change- 
over. We're all set to handle your order. 










If you are not familiar 
with Freedom quality and Freedom service, write for information 
today on the exclusive Freedom franchise in your territory. 


THE FREEDOM OIL WORKS COMPANY, FREEDOM, PA. 
Pacific Coast Bulk Plant and Warehouse: Los Angeles, California 












Envoy Petrol- 
eum Cc., Long 
Beach, Calif. 








One of the many modern instal- 
lations by live-wire refiners, dis- 
tributors and marketers. 


Chiksan Ball Be 
give longer life, 
and handle any 


aring Swing Joints 
greater efficiency 
petroleum product 


successfully from the most volatile 
gas to hot asphalt. 


Write for descriptive literature! 


“Swing Safely With 


KS, 
oy i? 


* CHIKSAN OIL TOOL CO., LTD. 


aes FULLERTON. CALIFORN 


Chiksan Swing Joints” 


IA t SHELL BUILDING. HOUSTON. TEXAS 











TABLE 2—What Size Tires Will Sell the Best in 1938 


An analysis of the percentage of sales in 25 sizes and lines of tire 
anticipated this year by Pure Oil Co. 


Place 


PAY Ae er oe ee 


*Second line tire. 


Size 
6.00/16 
5.00/17 
4.75/19 
4.75/19 
4.50/21 
5.25/18 
5.25/18 
6.00/16 
D.00/ 1 
5.00/19 
S.zollt 
6.00/16 
6.50/16 
6.25/16 
5.25/17 
4.50/21 
4.40/21 
4.50/20 
6.50/16 
5.50/17 
7.00/16 
5.00/19 
5.50/16 
7.00/16 
5.50/19 


Ply 
4 
4 
4* 
4 
4* 
4* 
4 
4* 
4* 
4* 
4 
6 
4 
4 
4* 
4 
4* 
4* 


Per Cent 


18.00 


1.88 
1.86 
1.72 
1.39 
1.25 
1.13 
.93 
81 
65 


Total. 90.53 
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in moving. In such cases the company 
takes back the unsold sizes and sug- 
TABLE 1—Models Using 6.00/16 Tires gests the necessary changes in the 
The following automobiles are equipped with 6.00/16 tires, the size Pure stock list. 

Oil Co. estimates will represent 23.34 per cent of its total tire sales this Another factor in the size of an 
year: inventory is the volume of sales and 
Year Make Year Make the distance of the jobber’s bulk plant 
aban eiiehadec Auburn 6 SUNS Kaew cana Hudson 6 from the Pure Oil Co.’s nearest dis- 
SEN dicewte sc adel Auburn 6 aia sine cereet Hupp 6 tribution center. A plant with a large 
=) er Chevrolet 6 RP ere Ga mcieenl Hupp 6-517 and 6-518 volume of sales some distance from 
| eee Chrysler 6 .) Seeeeee Hupp 6-417 a distribution point would have to 
i. eee DeSoto 6 Pt ease doles Lafayette 6 stock more tires than a plant with 
ree Dodge 6 Sas aoe the ata Plymouth DeL. 6 smaller sales but closer to the central 

Ky oo) ree Ford 85 een cek o Waste ae Plymouth 6 warehouse stock. 
CS Ford V-8 Kee Plymouth DL. 6 Large and complete tire stocks are 
5 ea Graham Special 6 eee ee Plymouth 6 maintained by the company at 23 
Win en cons ees Graham 6-85-95 35-38... ..-.-+. Pontiac 6 points throughout its marketing ter- 
eee Graham Std. 6 Tee Studebaker 6 ritory. From these points any size or- 
RN six Salen wal Graham Spec. 6 Wess vaca ears Terraplane 6 der is distributed to oil jobbers’ bulk 
Bie cananasans Graham 6 re Terraplane 8 plants. Orders usually are for ship- 











ments of 100 pounds or more as the 


both first and second lines and four 
and six plys, accounting for 87.25 per 
cent of total sales. The first 20 sizes 
are estimated to account for 97.25 per 
cent of all sales. Estimated percent- 
age of sales of the various sizes in 
first and second line tires are given 


in the accompanying Table No. 2. — 
From a study of the 1938 sales es- \ 
timate the tire and accessory depart- 
ment of the Pure Oil Co. has devised 
a suggested stock for the average 
service station and bulk plant. 
The suggested stock for service sta- 


tions lists, in first line tires, eight 
tires in six sizes in four ply, and two 
tires in two sizes in six ply. In the sec- 
ond line tire the suggestion is for | 


eight tires in six sizes in the four — 








ply. 

The suggested stock for bulk plants : : 
lists, in the first line, 44 tires ron 12 @ So that we may render a more complete service by assuring 
sizes in four ply, < ires i P . , 
preee po ye ed ry bo geet 7 our customers a uniform source of supply as well as an adequaie 
ppg tg Pen cones oa ae See sales, research and technical background 


The detailed figures on suggested 
stocks for average service stations and 


bulk plants are given in Table 3. 
Cha eat aah ce: seins ATTAPULGUS CLAY COMPANY 


ble to about 80 per cent of the sta- AND 
tions and bulk plants handling tires, 
the company believes. For the remain- 


ing 20 per cent the suggested stock AMERICAN CYANAMID AND CHEMICAL CORPORATION 
special conditions of the tire replace- 


ment market in an individual station are pleased to announce the formation of 
or bulk plant’s territory. 


The jobber embarking on tire mar- 
keting has the suggested stock as his 
initial inventory. A tire department 


salesman from the Pure Oil Co. spends 
some time with the jobber, an average 
of three to five days, getting the job- 
ber lined up on tires and making 


@ All orders and communications concerning “PorRocEL” Bauxite 
sales calls with the jobber on retail 


accounts. adsorbents should be addressed to 

After the jobber has developed some 
actual sales experience, the jobber and ATTAPULGUS CLAY COMPANY 
tire department salesmen confer on 
whether any modifications are _nec- Sole Sales Agents for Porocel Corporation 
essary in the inventory. The jobber’s p : 
replacement market, based on actual 260 South Broad Street Philadelphia, Pennsylvania 
experience, may indicate the need for 


a larger stock in certain sizes, lines or 
plys, while other sizes may be slow 
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company prepays 
charges on this weight. 
A uniform stock for all retail out- 
lets is advised by the tire and acces- 
sory department, to aid in taking in- 
ventory quickly for replenishing the 
stock and for collections on tires sold. 
If all service stations supplied by 
a jobber cannot carry the same stock 
the suggestion then is to have sev- 
eral standards of stock. Thus, stations 
with a certain number of tires in 
stock could be labeled “A” stations. 
Those with another standard could be 
labeled “B” stations, with all the sta- 
tions in each classification carrying 
the same number of tires in stock. 


The truck driver then would only 
have to know if a certain station was 
an “A” or a “B” station to know how 
much tire stock it carried, instead of 
learning a different stock for each out- 
let. If a station is in the “A” classi- 
fication with 18 tires as_ standard 


transportation 


1 rs 
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CONVENTIONAL UNITS 


Completely designed to meet individual 
requirements, using any drive desired— 
motor, steam turbine or gas engine. Sizes 
to 700 GPM; also built as Multiple Units 
with two to six BLACKMER Bucket Design 
Pumps. 





INTEGRATED UNITS 


Standardized throughout for low first cost, 
using standard motor. Complete and com- 
pact. Equipped with BLACKMER Bucket 
Design Pump, Base, Strainer, B oo and 
Lubricated Drive. Sizes to 700 rd M; also 
built as Twin Units with two pumps. 


HAND PUMPS 


Easy to turn—fast, 
Positive action — 
capacities to 20 
GPM. ideal for 
pumping from 
drums or barrels, or 
mounted on small 
tank trucks. Suit- 
able for handling 
any petroleum prod- 
uct from light oils 
to heavy greases. 








AUTOMATIC 
TAKE-UP FOR WEAR 








TABLE 3—How Many Tires Should 
Pure Oil Co. has arranged the fol 


average service station and the average bulk plant, based on estimates of the 
company’s total anticipated 1938 tire sales: 





4-Pl 
Sizes 
4.50/20 2 
4.50/21 6 
4.75/19 8 
5.00/19 4 
5.25/17 2 
5.25/18 4 
5.50/17 } 
5.50/19 1 
6.00/16 4 
4.50/21 2 
4.75/19 6 
I Ne 5s acre era te lee ee ta 2 
3.20/17 4 
5.25/18 4 
5.50/16 2 
5.50/17 8 
RS: si Si wie eck ion Gs emake eile re siadie 10 
6.00/17 1 
Is 3. 52d WLR a oe Aree Rr 
6.50/16.... ecie Boannianwe Glee ewe ala ly ee 2 
0 a ae er rere 1 
CL RE ee ae oe Saree 





A Station and Bulk Plant Stock? 
lowing suggested tire stock for the 
Bulk Plant — Service Station 
y 6-Ply 4-Ply 6-Ply 
Second Line Tires ———————————_ 
‘2 
2 
1 
1 
7 
4 
First Line Tires 
1 
‘1 
1 
4 2 1 
4 2 1 
2 1 
90 wei 18 a 








line. 





Our Standard Line 
is Your Logical 
Answer-WITH ECONOMY 








time you need pumps for any 


application, write us before your plans 
mature. 


Chances are 100 to 1 we can meet your 
requirements (large or small—no matter 
how unusual) with pumps from our standard 
And that always means money saved, 
as compared to the purchase of special 
equipment. 


For more than 30 years, BLACKMER has 
built pumps for all types of petroleum 
handling services. We have solved literally 
thousands of different pumping problems— 
the accepted authority in your field. 


Ask to have the nearest BLACKMER 
representative call at your office. That’s 
a sure way to get the results you’re after— 
and to get them at lowest cost. 


BLACKMER PUMP COMPANY 
1889 Century Ave., Grand Rapids, Michigan 


EXCLUSIVE 
BUCKET DESIGN 





stock, and the inventory showed only 
16 tires, the driver could make the 
collection and order out two replace- 
ment tires. 


Such a tire stock plan for the job- 
ber is possible under Pure Oil’s tire 
sales method. The jobber has a con- 
signment stock of tires, and in turn 
he can consign to the service station. 
Thus, the dealer has an adequate stock 
of tires without having working cap- 
ital invested. 


For the best warehousing practice 
Pure Oil’s tire and accessory depart- 
ment has two suggestions, in addi- 
tion to that of keeping the tires 
wrapped. First, is to keep tires out 
of the direct rays of the sun as much 
as possible, and away from stoves 
or radiators. Second, is to store tires 
where temperatures are_ relatively 
even. Rays from the sun deteriorate 
tires. Almost any temperature will 
serve for the storage space, avoiding 
extremes, and also rapid fluctuations 
within a short time, such as a ware- 
house that has a high temperature 
during the day then quite a low tem- 
perature at night. 


Tires should be kept in a rack, not 
stacked, the department advises. If 
the stock is large, and the rack has 
more than one tier, the general prac- 
tice is to keep the larger sizes on the 
bottom, the smaller sizes above. Also, 
in arranging stock on a tier, the 
smaller sizes usually are to the left, 
the larger to the right. 

For a record of tire stock the tire 
and accessory department has two 
forms. One is the perpetual inventory 
sheet. The other is a tag system. 


On account of its simplicity, the 
perpetual inventory sheet is reported 
to be more popular. Yet, the tag Sys- 
tem has some advantages for check- 
ing stock and reordering and is used 
by some of the larger distributors. 

The tag system has a three-part tag 
for each tire. When a tire is received 
by the jobber for warehousing two 
parts of the tag are tied to the tire. 
The third part, also numbered, is 
torn off and becomes a three by five 


(Continued on page 44) 
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DON’T WAIT FOR A BLIZZARD! 


Prepare for winter sales 
now with Canfield Winter 
Oils and Greases 


THE BIG VOLUME of winter 
oil and lubrication sales 
comes with the first frost, 
and the smart oil merchan- 
diser, with an eye to in- 
creasing his winter sales, is 
checking up his stocks of 
Canfield Winter Oils and 
Greases right now! 


WINTER CUSTOMERS STICK 
all year round! Yes indeed, 
give your customers the 
kind of oils and greases 


that keep their cars starting 
and running sweetly all 
winter long, and you've 
got customer satisfaction 
that will bring them back 
all year round. 


NO FINER WINTER MOTOR 





3-WAY PROTECTION 


1. AT ZERO TEMPERATURES its instant 
pumpoability assures snappy starting 
and less drag on the battery 

2. AT WARM-UP TEMPERATURES 
its remarkable “oiliness’ lubricates 
and protects every moving part in the 
motor. 

3. AT HIGH SPEED TEMPERATURES 
its resistance to heat withstands 
the searing temperatures of modern 
motors at 50, 70 or more miles per hour. 











Premium 


THE S$O000 


1938 


RPM MOTOR 


OIL 


We buy in 
Name 


Address. 


OIL is made than Canfield’s 
Premium Penn Motor Oil, 
the oil that is guaranteed for 
instant pumpability at zero 
and below ... the oil that 
assures complete ‘three- 
way’ protection under any 
and all motor, temperature, 
and driving conditions. 


BOOST YOUR WINTER 
SALES AND PROFITS with 
these “quality” winter prod- 
ucts. MAIL COUPON FOR 
IMMEDIATE QUOTATION. 


Canfield 


THE CANFIELD OIL CO., CLEVELAND, OHIO 


Plants, Coraopolis, Pa..Cleveland, O., Jersey City, N. J. 


Send prices on Premium Penn Winter Motor Oils 
Winter &. P. Gear and Transmission Lubricants 
Sealed Cans, 


Drums, Tank Cars 
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Mid-Continent 


TULSA, Sept. 12. Post-holiday gas- 
oline demand in the Mid-Continent was 
less disappointing than had been an- 
ticipated. Pre-holiday purchases had 
been discouraged by unsettled crude 
and retail markets, refiners said, but 
fairly heavy consumption over the holi- 
days brought buyers into the market 
early last week. 

Many orders called for rush deliv- 
ery and in some cases buyers asked 
diversion of gasoline already in tran- 
sit. Supplies available for immediate 
shipment were plentiful, it was said, 
with gasoline production at some plants 
continuing to exceed demand. 

More natural gasoline was offered 
from Texas, according to traders. Fall 
blending at Texas and coastal refin- 
eries was slow in materializing, they 
said. Offerings from Oklahoma plants 
were reported more closely held than 
in Texas. 


Pennsylvania 

CLEVELAND, Sept. 12. Demand 
for light products picked up consid- 
erably and movement of lubricating 
oils continued heavy, according to re- 
ports from western Pennsylvania the 
past week. 

Lower field U. S. Motor gasoline was 
up 0.25 cent at 5 cents with all sellers 
reporting their quotations at this fig- 
ure. Fuel oil quotations in the lower 
field also were reported 0.25 cent high- 
er at 4 cents by most sellers. On the 
other hand, 65 octane gasoline was 
offered by some sellers at 6.5 cents, 
down 0.25 cent. 

No changes in lube quotations were 
reported by most sellers. Refiners 
said neutrals particularly were tight; 
one said he was 40 cars behind on ship- 
ments. 


Mid-Westen 

CHICAGO, Sept. 12. Increased 
weakness in low octane gasoline was 
reported by tank car marketers last 
week as Offerings on the open market 
became more plentiful. Higher octane 
grades were said to be in better de- 
mand as jobbers sought to replenish 
their stocks depleted by holiday con- 
sumption. , 

Michigan refiners reported apprecia- 
bly lower gasoline inventories after 
heavy Labor Day consumption, al- 
though freer offerings of straight run 
gasoline were reported by some refin- 
ers toward the end of the week. 

One Chicago tank car marketer re- 
ported advancing his quotation 0.125 
to 3.625 cents on 41-43 kerosine. An- 
other reported reducing his quotation 
on range oil 0.125 cent to 4 cents. Oth- 
ers continued to offer this product at 
3.625 cents. 
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N.P.N. Gasoline Index 


Dealer Tank 

T.w. Car 

Cents per gal. 

Seni idee Sac ne 10.06 3.90 
Month ago. .....5. 10.24 6.14 
ROEAr ASO sche tes 10.70 6.72 


Dealer index is an average of 
“undivided” dealer prices, ex-tax, 
in 50 cities. 

Tank car index is a weighted 
average of 12 wholesale markets 
for regular-grade gasoline. 
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LOS ANGELES, Sept. 10. With 
the season for discussing 1939 bunker 
and fuel oil contracts scheduled to 
open in about two weeks, California 
suppliers were making last minute ad- 
justments on product values and look- 
ing into the storage position. 

Some business has been placed in 
recent weeks at prices said to be less 
than 70 cents a barrel on Grade C 
bunker oil, as compared to a 90-cent 
price posted by large suppliers. 

Private Japan interests were re- 
ported in the market for 24 gravity 
diesel oil and straight gas oil, but no 
sales were reported. 

Domestic markets were featured by 
improvement in the burning oil situa- 
tion. Diesel oi] was in good demand 
at 2.5 to 2.75 cents a gallon and kero- 
sine distillate ranged upward of 2.75 
cents. 


Eastein 


NEW YORK, Sept. 12. — Heralding 
the end of the heavy gasoline consum- 
ing season, Labor Day, seemingly, also 
blew the whistle which started a free- 
for-all in the retail] and wholesale gaso- 
line markets along the east coast from 
Baltimore to Maine. 

A price war raged among dealers in 
Philadelphia and threatened to spread 
into New Jersey. On Sept. 9 Socony- 
Vacuum made widespread reductions in 
tank car and dealer tank wagon gaso- 
line prices throughout New York state 
and New England. 

Following a cut of 1.25 cents in 
dealer prices to 6.5 cents, tank car 
prices of some sellers in the Phila- 
delphia market were reduced 0.5 cent 
to 6 cents. New York prices for high 
octane gasoline were reduced 0.25 cent 
by some sellers. 

Reports from Baltimore and Boston 
generally indicated that easier mar- 
kets were encountered in these areas, 
with price shading becoming more 
widespread. 





Gulf 


NEW YORK, Sept. 12. — A cargo 
of approximately 75,000 barrels of un- 
leaded 67 octane gasoline was reported 
sold at 4.875 cents, f.o.b..the American 
Gulf for September shipment to Can- 
ada. Sale was confirmed by the sell- 
er. 

Gasoline prices, according to reports 
of traders here, continued to ease off, 
traders said. The easiness was cred- 
ited to the fact that open market for- 
eign sales have been virtually at a 
standstill, with domestic takings also 
slow, resulting in an overburdened 
stock position at Gulf plants. 

Despite the fact that interest in gas 
oil was lacking, this product continued 
relatively steady at 3.5 cents, both for 
low diesel index gas oil for foreign 
shipment and for domestic heating oil, 
according to reports. 

Reports from the Gulf generally 
were to the effect that prices for the 
better grades of bunker oil had 
steadied at around 60 cents per barrel 
for cargo lots. 


Wax 


NEW YORK, Sept. 12. — Wax con- 
tinued listless, with interest apparent- 
ly centered on the specialty grades. Low 
point point white crude scale grades, 


_both for domestic and export move- 


ment were reported fairly steady at a 
low of 2.25 cents. Occasional offer- 
ings of yellow scale at under this fig- 
ure were reported. Fully refined wax 
prices generally were unchanged, trad- 
ers Said. 


Buel Oul 


CHICAGO, Sept. 12. — Greater in- 
terest in all grades of light fuels was 
reported by most tank car marketers 
last week. Nos. 2 and 3 fuels were 
hard to obtain in the Mid-Continent, 
according to some brokers. 

Offerings of light fuels in the Michi- 
gan market were comparatively light. 
Refiners said they were storing these 
oils for winter delivery. One refiner 
reported advancing his quotations 0.125 
cent on No. 3 straw fuel and U.G.I. 
gas oil to 4.625 and 4.375 cents, re- 
spectively. 

Continued dullness in the Chicago 
heavy fuel market was reported by 
majority of brokers. Offerings of in- 
dustrial fuel were somewhat freer in 
Michigan, refiners said. 

* * * 

NEW YORK, Sept. 12. —- While La- 
bor Day heralded the end of the big 
gasoline consuming season, it ushered 
in the domestic heating oil season to 
marketers and wholesalers along the 
eastern seaboard, and interest and ac- 
tivity in these oils perked up. 

One seller said that he had shipped 
more light fuel oil during the week 
ended Sept. 10 than he had during the 
entire month of August. 

Fuel oil prices, however, were easier 

(Continued on page 44) 
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VER TAKE a vote on curb pump hose? 
A vote among the boys who work with 
it day after day? 

We have, informally .. . and we suggest 
you try it, too. You'll probably find, as we 
did, that slender, modern, neoprene hose 
carries all precincts! 

You can see for yourself that neoprene 
hose looks better than the bulky, ordinary 


Neoprene smooth-bore hose looks better, 
stays cleaner, lasts longer 





smudges and polish it up in a jiffy. It’s 
more flexible . . . as easy to bend as a piece 
of rope. And neoprene hose lasts so much 
longer that you save plenty on hose re- 
placements. 

Next time replacements come due, take 
a tip from the men on the pumps. Ask your 
supplier for details on neoprene smooth- 
bore hose. It’s the hose that’s popular 

















kind. Its cover is easier to keep with everybody .. . yes, even 
clean; it doesn’t pick up dirt and with the man who pays the 
grit, and you can wipe off oil bills! 


RE6.U. 5. Pat O 





E. |. DUPONT DE NEMOURS & CO., INC., RUBBER CHEMICALS DIVISION, WILMINGTON, DELAWARE 
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CAN YOU NAME 


300 Petroleum 


Products? 


One of Our Refineries Produces 


this Amazing Variety! 


CITIES SERVICE OIL COMPANY 
Chicago Kansas City 
New York Fort Worth 
Cedar Rapids Tulsa 
Boston Milwaukee 
St. Paul Cleveland 
Grand Forks Detroit 


CITIES SERVICE OIL COMPANY, LIMITED 


Toronto, Ontario 


ARKANSAS FUEL OIL COMPANY 
Shreveport, Louisiana 






f 
t 


HE high performance value of Cities Service 

products is the result of 75 years progressive 
experience in petroleum producing, refining and 
marketing. Supplied from our 7 giant refineries, 
our products satisfy every requirement of individual 
motorists and industrial consumers. One refinery 
alone makes more than 300 petroleum products. To 
hundreds of thousands of customers in 38 states they 
are dependable, efficient, economic merchandise. 


In addition, Cities Service Oil Company offers 
unique equipment for exclusive services, helpful sales 
cooperation, and the powerful influence of a famous 
radio program. The Cities Service Concert is the 
best established full-hour show on the air—the only 
one in the industry. Every week, on a national net- 
work, it brings rich entertainment to millions. Every 
broadcast carries persuasive sales messages to your 
customers. 


Find out how Cities Service products and services 
can increase your earnings, build your business. 
Write to your nearest Cities Service office today. 


Listen in every Friday Evening at 8 o’clock (E.D.S.T.), to 
the Cities Service Radio Concert—WEAF and 43 associated 


7 OILS AND GASOLENES 


NBC stations 
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REFINERY TANK CAR MARKETS 


All prices on this Page are publisher's opinion of open market quotations or sales, Sor spot shipment (10 to 15 davs). Prices in cents per gallon 
except heavy fuel oils in dollars per barrel of 42 gallons, tank car lots, f.o.b. refineries in districts designaled, penn: where otherwise noted. Inter- 
refinery and erport prices not included, unless so stated in the respective markets. Federal. state or municipal tares not included. Prices quoted 
apply on tre made from legally produced crude. Unless otherwise noted, gasoline octane ratings are determined by C.F.R. Motor method, 
A.S.T.M. D-357-33T; and lubricating oil specifications determined according to A.S T.M. methods, unless otherwise noted. 
































Gasoline Kerosine Neutral Oils 
= > : Sept. 12 pt. ¢ >rices Effectiv Sept. 12 Sept. 6 ) 
Prices Effective Sept. 12 Sept. 6 <saeien cone ‘ ept. | Sept. 6 Prices Effective ep 
OKLAHOMA B d ‘ Ww ete WESTERN PENNA. (Refiners report no open spot 
U. 8. Meter: (Octane L-3) radford- arren: ; ee : ns market sales being made to jobbers and give follow- 
L/S eee ed 5. 125 9.375 h > 12 5 25- ing as their quotations only. 
62 oct. & below.... 4.50 5.00 4.50 5 00 ee e) 5.25 -3.375(e) 5.25 -3.375 Viscous Neutrals No. 3 col. (Viscosity at 70° F.) 
oS Se 4.75 5.325 4.75 5.125 Other districts: 200 Vis. (180 at 100°) 420-425 fl 
ee eer 5.00 — 5.375 5.00 — 5.50 at Bi rae se Ont 18.00 —19.50 18.00 
, 2 ft. ee §.95 -— 5.75 5.25 — 5.75 45 WeWee ew cccceses 4. 875- 5.00 4. 875— 5.00 0 dial 17.00 —18.50 17.00 
60-62, 400 e.p........ 4.50 46°95 4.50 4625 | S MN avardia ie Salud het 125 ” th 5.00 - - 15 pt - EN eo 16 se -18 60 16 50 
6 W.Waees > » a > , y ’ » weeeeces 7s 
ee ie . . . - i 9: t. ened 15.00 -16.00 15.00 
WESTERN PENNA . bis 
: CENTRAL MICHIGAN (a 
Bradford-Warren: 150 Vis. (143 at 100) 400-405 fl j 
; OG Ws a ci cen 5.00 ae 5 $.3 7 7 - i 
Motor gasoline: . . wet = - ” - rere Cl ba oe 17.00 \ 
U.S. Motor (58-62°). 5.25 e)5.25 | OKLAHOMA 10 prt... 6... ee 2+. 16.00 -16.50 16.00 
Min. 65 oct........ 7.00 7.25 7.00 - 7.25 | 41-43 w.w...... - . 4.00 4.25 + 00 $25 15 Pebee wee eee eee 15.00 15 - 3 a 
Min. 70 oct........ (e)7 50 e)7.50 42-44 w.w............ 4.25 - 4.625 4.25 - 4.625 25 p.t. A4.68 =E6. 
“Q” gasoline. ..... (e&g)7 .25 g)7 .25 | KAN 
<ANSAS (For Kansas destinations only). SE ee ar 
Other districts: | 4143 wiw..... ccs. 1 625 £623 SOUTH TEXAS 
Motor gasoline: G2-46 W.W.. oc cccee $.625- 5.00 $.625- 5.00 Vis. Color 
U.S. Motor (58-62°). . 5.00 ace | oc on Pale Oils: (Vis. at 100°F.) 
Min. 65 oct........ (h) 6.50 -7.00 (h)6.75 -7.00 | N- TEX. (b 100 No. M234... $.73-5.25 4.75 - 5.25 
“Q” gasoline. ..... (g) 7.00 -7.25 (g) 7.00 -7.25 | 41-43 w.w............ $.25- 4.50 4.25 - 4.50 200 No. 2-3.......-. 6.25 6.25 
| : . F 300 No. 2-3 ‘ 6.75 6.75 
CENTRAL MICHIGAN (a) | N. LA. (For shipment to La. and Ark. 500 No. 2348 4. 7.75 7.75 
Str.-Run Gasoline. ...(c) 5.00 -5.375 (c)5.00 -5.375 | 41-43 w.w............ 4.00 +50 4 00 450 sane a % Sioa : 25 . 25 
U.S. M : (Oc a ; } 12 Yo. Ten ee 8.75 8.75 | 
otor: (Octane I 3) 4 ARK. (F-.o.b. Ark. plant of one refiner, for shipment | 2000 No. 4......-. 9.00 9.20 9.00 ho 
67-69 octane....... (e)7 .50 (e)7.50 to Ark. and La. | Red Oils: 
70-72 octane....... 8.00 — 8.125 8.00 — 8.125 ee 1 625 1 625 | 900 No. 5-6 6.25 6.25 
~~ eWeecccces ° -) ets) | ~- INO. o- ° ». 20 -— 
CALIFORNIA (3c tax to be added if used in state) CALIFORNIA = - .¢ . pip b- ae 
U. S. Motor: ihe: 500-700 500-700 “até... $25 8.25 
54-58, for instate ship- aki ais alee) : 5 ‘ 1200 No. 5-6 8.75 8.75 
MOONE 5 deo ccks ccs 6.75 -9.25 6.75 - 9.25 ? 2000 No. 5-6 9.00 - 9.25 9.00 - 9.25 
a a ~ gaara 7 c ~ Gas and Fuel Oils Note: Red a: prices cover oils with green cast; blue 
shipment.......... 7.00 - 9.00 7.00 — 9.00 cast red oils are slightly lower in some cases. 
58-61, 375-400 e.p., 65 WESTERN a 
oct. & above....... 7.753 -9.75 7.75 - 9.75 ESTERN PENNA. 
Bradford-Warren: - 
N. TEX. (b) ss oe 4 375~- 4.50 h)4.25 ee (Vis. at 100° F.; F.o.b. Tulsa 
1. S. Motor: (Octane L-3) Other districts: (Excluding Pittsburgh District Prices). moa : (0 to 10 P.P.) 
2 oct. & below.... 4.50 - 5.00 4.50 -— 5.00 Waa eta atane ns 4.00 3.75 - 4.00 Sessler o Fr. 
63-66 oct.......... 4.75 -5.50 4.75 - 5.50 Vis. Color 
i a ee 5.00 - 5.50 5.00 - 5.50 CENTRAL MICHIGAN (a 60-85—No. 2....... 5.50 5.50 
Et eee 5.375- 5.625 5.375- 5.625 P.W. Distillate....... 7S 4875 4.50 ~- 5.00 86-110—No. 2...... 6.00 6.00 
60-62, 400 e.p........ 4.50 - 4.625 4.50 -— 4.625 No. 3 gas oil, Str..... 4.25 - 4.75 4.25 - 4.50 Oe Cee 9.00 R 00 
U.G.I1. gas oil........ $.00 - 4.375 4.00 - 4.25 180—No. 3...... vee 10.00 °.= 
KANSAS (For Kansas destinations only) - a ahaa etal 7 os 7 ce 
rs . 50— ‘ » 
U.S. Motor: (Octane L-3) Fuel Oils (Vis. at 100): . A a a es ; 12 50 12.50 
62 oct. & below... 4.625- 5.125 4.625- 5.125 peg di REE 2.375- 2.50  2.375- 2.50 300—No. 3........ 13.00 13.00 
79 e ane e828 6 = ane ae WBoccccece 2.20 2.7% 2.50 = 2.75 
|, ee 5.50 - 5.875 5.50 — 5.875 100-300 Vis 2695 3 95 > 625- 3.25 
-500 Vis........ 2.625- 3.25  2.625- 3.25 Red Oils: 
W. TEX. (b) OKLAHOMA a (e)9 00 (e)9 00 
U. S. Motor: (Octane L-3) No. 1 prime white.... 3.75 4.00 3.75 - 4.00 oR ah athlon es a . 90 - = 7 00 
av 4. ” oo 
62 oct. & below.... 4.625- 4.75 4.625- 5.00 No. 2 straw.......... 3.50 - 3.75 3.50 — 3.75 300—No. 5 i eat cia wel 75 (e)LL.75 
63-66 oct......--.. 4.875- 5.125 4.875- 5.25 U. G. I. gas oil....... e)3.25 e)3.25 “The falien asic ileal a tie ail 
67-69 oct.......... 5.25 - 5.375 5.25 - 5.625 28-30 zero fuel. ...... 3.25 ~ 3.50 3.25 ~ 3.50 Hotes: Tae Aetenton oie: of ES te 30 Gas an 
aaa ......... 5.50-5.75 5.50 - 5.875 2a... .. e) $0925 e)$0.925 generally quoted these amounts under 0-10 p.p.; 
3 eee f ¢ viscous oils, 0.5c; non-viscous, 0.25c. Viscous oils 
TEX 16-36 fadk. .. ...5505. (e)$0.70 (e) $0.70 (150-300 vis.), No. 4 color, generally are quoted 
" F 0.5c above No. 5 color oils 
60-62, 400 e.p........ 4.50 —- 4.625 4.50 - 4.625 KANSAS (For Kans. destinations only). = = - ew 
Mia. 3 me Sate 4.125 4.123 CHICAGO (Vis. at 100° F.) 
N. 24. (For shipment te La. & Ark.) 10-14 fuel oil......... $0.45 -$0.80 $0.45 $0.80 Pale Oils 0 to 10 p.p.: 
U.S. Motor: (Octane L-3) ca Vis. Color 
ion. btden.... 4 625- 4.75  4.625- 4.75 N. TEX. (b) 60-85—No. 2....... 7.23 7.25 
63-66 ee err (e)5.00_ (e)5.00_ No. 1 Prime white... . e)4.00 (e)4.00 86-110—No. 2 7.1 7.75 
a8 oct pebeeeeses e)5 125 7 (e 9.125 Be N. LA. (F hi I 1 Ark.) 150—No. 3.......... 10.00 10.00 
Mn Ctr es taeckae 9.625— 5.75 5.625- 5.75 SNe Seite or shipment to La. anc rk. 180—No 3.......... 11.00 11.00 
PO26 fae... ccceee e) $1.05-$1.10(e) $1.05-$1.10 | 200— oe Re 11.50 11.50 
ARKANSAS (F.o.b. Ark. plant of one refiner, for 16-20 fuel... ........ e) $0.85-$0 .90(e) $0.85-$0.90 | 250—No.3...... 12.50 12.50 
shipment to Ark. & La.) | ee e) $0.75-$0 .80(e) $0.75-$0 .80 
Ps. : (Oc - ils: 
t Motor: (Octane L-3) ARK. (F.o.b. Ark. plant of one retiner, for shipment new One 
2 octane & below. . 4.875 4.875 to Ark. and La. 180—No. 5........ 10.00 10.00 
ge 5.50 5.50 : 9- jae 200—No. 5........ ‘ 10.50 10.50 
as pee pease : aes a ae | 250—No.5......... 11.50 11.50 
OHIO (Quotations of S. O. Ohio. Delivered any- : is sais ee 230 —No. 5 ee + a 12 a 
where in ( hio). | CALIFORNIA 300— No. -nietehoabaupeseliads 12.75 12.75 
Ue Sine ....... 8 00 r =r : Note: Viscous oils, 15 to 30 p.p. are quoted 0.5 
Alheee 65 a. Steak 8 25 8 = “a Jeaquin Valley: 7 roe a0 = | lower; 60-85 and 86-1 10 No. 2 non-viscous olls, 15 
eavy fuel.......... $0.55 -$0.75 $0.55 -$0.75 | to 30 p.p., 0.25e lower. To obtain delivered prices in 
Light fuel... . $0.70 -$0.85 $0.70 -$0.85 Chicago, add 0.25¢ per gal 
Diesel fuel | (per gal. a. 50 4.00 3.50 1.00 { 
T . Stove dist. (per gal.).. 3.75 6.00 3.75 6.00 
Natural Gasoline ramstaniet 
as Angeles: 
(Prices to blenders on freight basis shown below. Heavy fuel.......... $0.45 -$0.90 $0.45 -$0.90 
Shipments may originate in any Mid-Continent manu- Light fuel $0.60 -$1.00 $0.60 -$1.00 i 
facturing district.) Diesel fuel | (per oaks... 2 50 4.00 2.50 1.00 
F.0.B. GROUP 3 Stove dist. (per gal.) . 2.75 - 6.00 2.75 6.00 Cvlinder Stocks + 
Grade 26-70......... 3.25 3.25 lan Franciees: : nee 
‘ tae pone " ; MID-CONTINENT (F.0.b. Tulsa basis . 
| F.0.8. BRECKENRIDGE eee ao ae a ae 
Grade 26-70......... 3.25 $.25 Diesel fuel (per gal. os 4.50 1 50 eg es bs at pos e)19.60 c)19.00 
CALIFORNI . . Stove dist. (per gal. 6.50 6.50 a” 10 p = at "14.95 -16.00 14.25 -16.00 
whewaggrs NEA (F.e.b. plants in Los Angeles basin) Note: All above heavy fuels meet Pacific specifica- | 10 to 25 Pp. «cece 13.50 -15.50 18 50 -15.50 \ 
75-85, 350-375 e.p. for a . . . tion 400; light fuel, spec. 300; Diesel fuels, spec. 200; 25 to 40 p.p. . 13.50 -15.00 13.50 -15.00 
BUN cc cectess 6.75 -— 7.00 6.50 - 7.00 and stove distillate, spec. 100. 150-160 vis. at 210° E. 12.50 -15.00 12.50 -15.00 
" (a) — ,~ b. Central Michigan refinery group basis, for shipment within Mich. Shipmeats may originate at plants outside Central group. (b) For shipment to Texas and 
ew Mexico destinations; Group 3 prices quoted on northern shipments. (c) Excluding Detroit shipment. (d) Nominal. (e) One refiner quoting. (f) No quotations reported 
(g) To resellers holding licenses. (h) Two refiners quoting. 
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REFINERY TANK CAR MARKETS 


All prices on this page are publisher's opinion of open market quotations or sales, for spot shipment (10 to 15 days) 


unless otherwise stated. Prices in cents 



























































le i i i lots, f.0.b. refineries in 
per gallon, except hea uel oils in dollars per barrel of 42 gallons, waz and petrolatums in cents per pound in barrels, tank car . 
districts des alee pond where otherwise noted. Inter-refinery and export prices not included unless so stated in the respective markets. Federal, a. 
municipal tazes not included. Prices quoted apply on products made from legally produced crude. Unless otherwise noted, gasoline octane ratings are mon ot 
mined by C.F.R. Motor method, A.S.T.M. D-357-33T; and lubricating oil specifications determined according to A.S.T.M. methods, unless otherwise . 
C lind St k ( t’d) Prices Effective Sept. 12 Sept. 6 , Wax 
y er ocks (con WESTERN PENNA. (Refiners report no open spot : ’ 2 ee 
Prices Effective Sept. 12 Sept. 6 market sales being made = _— and give fol- Prices Effective nate 2 Sept. - 
Mid-Conti - d lowing as their quotations only. WESTERN PENNA. (Refiners report no open 8 
120 Vi - aaae aes 600 S.R. filterable.... 8.00 — 8.50 8.00 - 8.50 market sales being made to jobbers and ag? weg aby 
waingigs SM sdeaavercnse 10.00 -11.50 10.00 -11.50 as their quotations only. In bbls., carloads, New Yor 

O20 20 p.m... 24. 14.50 -15.125 14.50 -15.125 kt ARR rene 10.50 -12.50 10.50 -12.50 122-124 A.m.p., w.c. 

en ms eee (e)14.25 (e)14.25 Ge. kG cuecndabayen 13.00 -14.00 13.00 -14.00 eR tt ens Joe (e)2.40 (e)2.40 
©... Dark Green... 5.00 7.50 5.00 -— 7.50 _ = 2 2 2 Cc. 
600 S.R: Olive Green. 650-7150 6.50 - 7.30 Bright stock, 145-155 vis. at 210°, 540-550 flash, No. | 124126 Amp, wc. |. 4 4. 9 35 _ 2.45 
_ \ Meebepneay (e) 12.50 (e)12.50 8 color: 133-135 A.m.p., w.c — 
i] | ane ane 3.50 4.00 3.50 - 4.00 RE tee 17.00 17.00 “Sea (b)3.625 (b)3.625 
NY Se eo ee 16.00 16.00 loads 
CHICAGO (Viscosity at 210°) a... 7 14.00 -14.50 14.00 -14.50 OKLAHOMA (In bbls. or burlap bags, carloads) 
Unfiltered Steam Refined: — | 2.35 
ae 9.00 9000 Fl imei Ni i lm I abr i i 
eee bags, carload lots. Melting points 
160. ceeeeeeee ee eeees 10 00 10.00 Petrolatums CoIEMP (ASTEMS methods; add 3° F. to convert 
sri 5 . is WESTERN PENNA. (In bbls., carloads; in tank into A.m.p.) 
Bright stocks, 160 vis. at 210. No. 8 color: cars, 0.5c less) Fully refined: 

0 to 10 p.p........ 15.75 15.75 Snow White 6.125 6.125 ec 4.00 4.00 

15 to 25 p.p........ 14.75 14.75 ie Witte... 5.125 5.125 PONT. oé5 keke anne (d)4.10 (d)4.10 

30 to ee eta sk 14.25 14.25 Cree White eee geen © 4/125 4.125 OSD. oc eecee (d)4.45 (d)4.45 
E filtered Cyl. Stock. . 13.50 13.50 7 eatin eagle on. 9 £92 9 &h — 2 698 e (d)4.75 (d)4.75 

a : Light Amber......... 2.50 — 2.625 2.50 2.625 US Se 4)5_.00 

Note: To obtain prices delivered in Chicago, add ee 2.25 - 2.375 2.25 — 2.375 132-134... ...e2ee0e- (d)5.00 (d)o.00 
saci cei a ah. RTC? 2.00 2.00 | mepeereqceer: (d)5.75 (d)5.75 

(a) Nominal. _(b) Only one refiner quoting. (c) No price reported. (d) Same prices quoted in bags or slabs loose. (e) Two'refiners quoting. 

MID-WESTERN TANK CAR MARKET 
(Prices group 3 basis; origtn of shipments unknown) 
Gasoline | Prices Effective Sept. 12 Sept. 6 
aie és . 

P . . : F . ° 8, SO eee ee (a) $0 .35-$0 .50(a) $0 .35-$0 .50 
Prices Effective Sept. 12 Sept. 6 Fuel and Gas Oils U. G.I. gasoil....... (a) 2.875-3.125(a) 2.875-3.125 
U. S. Motor: (Octane L-3) NN ee 3.625- 4.00 3.625- 4.125 

62 oct. and below... 4.00 4.75 4.00 -— 4.75 

63-66 oct.......... 4.375- 4.875 4.375- 4.875 . . ~ ‘ “ae 

67-69 oct.......... 4.625- 5.25 4.625- 5.25 Petess Eaestive seeaenadliai aes aade 

7-12 O0t......5.. 75 - 5.375 4.875- 5.375 — oe ee ee 

re 3.625- 3.875 3.625- 3.87 
No. 1 etraw.......... 3.50 — 3.75 3.50 - 3.75 Naphtha and Solvent 
INO. 2 OtEAW. os ccccces 3.50 — 3.625 3.50 -— 3.625 
° Seen 3.25 3.375 3.25 — 3.375 5 875 
Kerosine NGS: 5. cose (a) $0 .60-$0 .70(a) $0. 60-$0.70 ee a a 6 378 
¥. oe. A aa 6.375 
41-48 w.w............ 3.625- 4.25 ~ 3.50 — 4.25 MA gal 5.375 
BOE Ws. cccsdcs es 3.625- 4.375 3.625- 4.375 Rubber solvent....... 6.375 
(a) Nominal. Lacquer diluent. ..... 7.375 
Daily range of gasoline prices as reported in PLATT’S OILGRAM (Week Ended Sept. 9, 1938) 
U. S. Motor, (Octane Number determined according to L-3 Method 
in Okla., Texas and Mid-Western Districts): Sept. 6 Sept. 7 Sept. 8 Sept. 9 
62 octane and below: 
SES SR en A Tete ee eee ier 4.50 — 5.00 1.50 - 5.00 $50 — 5.00 4.50 — 5.00 
A a A Ce eae ok a ee hla en WG DR OD $.50 5.00 1.50 5.00 1.50 5.00 4.50 5.00 
CG tab) iin ck mlsig sls 4's wid MOR OS Wid waa wae 4.625-— 5.00 $.625- 5.00 4.625-— 4.75 4.625- 4.75 
ee wr Crs CARED BROMINE) «ins 5 5 onic eds csene sac seceewese 4.00 6.75 4.00 75 4.00 4.75 4.00 4.75 
H 63-66 octane: 

IRR cenit ts ghar SO ae eg being Rie Mh a Se 4.75 S325 4.75 >.125 4.75 -— 5.125 ..7> 5.125 
rcs a ham ua hid awe RMR 6. Ped wee Keo bas 4.75 — 5.50 4.75 — 5.50 4.75 - 5.50 4.75 5.50 
Groen aG ee tha eS ewheheeas50 06,055 4.875- 5.25 4.875- 5.25 4.875- 5.125 4.875- 5.125 
pase-wentere (Group S Basis)... csccsceseccscessccacecs 4.375- 4.875 4.375- 4.875 4.375- 4.875 4.375-— 4.875 
67-69 octane: 

Se enG EL a Ceicig see csk lh eAK en sds Onedaereaes 5.00 — 5.50 5.00 - 5.50 5.00 — 5.375 5.00 — 5.375 
I en's a oA Gb aGiak eu sweeesihaass oarien 5.00 — 5.50 5.00 — 5.50 5.00 — 5.50 5.00 — 5.50 
SSR RE ners reer rr ee eee 5.25 — 5.625 5.25 5.625 5.25 ey i S.25 o.e12 
Mid-Western (Group S$ basis)... .........0-02eceeeeees 4.625- 5.25 4.625- 5.25 4.625- 5.25 4.625- 5.25 
70-72 octane: 
Ce ee Oe OE Oey eee ae es Gaae mies eareee §.3 §.75 5.23 5.75 5.29 5.75 3.20 o. 32 
ec ai Cae g RM Wises Aine Rees m0 5.375- 5.625 9.375- 5.625 5.375- 5.625 5.ai10~ 5.6275 
ORE EE eee ee 5.50 5.875 5.50 9.875 5.50 o. eo 5.50 5.75 
Mid-Western (Group 3 basis)............. 4.875- 5.375 $.875-— 5.375 4.875- 5.375 4.875- 5.375 
Motor Gasoline, 60-64 octane: 
eS. ree Serre e tee Tere a) 6.25- 6.75 a) 6.25 -6.75 a) 6.25 -6.75 (a) 6.25 -6.75 
Philadelphia district.................. icine Rea Das oa wbaiels (a) 6.00- 6.50 (a) 6.00 -6.50 (a) 6.00 —6.50 (a) 6.00 -6.50 
Baltimore district...............055- Se ee (a) 6.25- 6.50 (a) 6.25 -6.50 a) 6.25 -6.50 (a) 6.25 -6.50 

Motor Gasoline, 65 octane & above: 

Ore ; — a) 6.50 —7.00 a) 6.50 -7.00 (a) 6.25 -6.75 a) 6.25 -6.75 
es Ce Cacia l Cd Cake e ha spb ee 2 os a) 6.00 -6.50 (a) 6.00 -6.50 a) 6.00 -6.50 (a) 6.00 —6.50 
se ren ce a 8 ea oals y hiklé Rie alee nieve hs a)-6.50 -6.75 a) 6.50 -6.75 a) 6.50 -6.75 a) 6.50 -6.75 
U. S. Motor, 58-62°: 
Bradford-Warren (Western Penna.)..............-....00005 c) 5.25 c)5.25 e)5.25 5.25 
Other districts (Western Penna.).....................- 4.75 5.00 4.75 — 5.00 4.75 — 5.00 5.00 
Motor Gasoline, Min. 65 octane: 
Bradford-Warren (Western Penna.)............ aie ee alas 00 -— 7.25 7.00 - 7.25 7.00 — 7.25 7.00 — 7.25 
ORE UNE WP UNIIEN UID) 5 6 scccsccccecescccewcescces e) 6.75 —7.00 (e) 6.75 -— 7.00 6.50 — 7.00 e) 6.75 -7.00 
Motor Gasoline, Min. 70 octane: 
Bradford-Warren (Western Penna.)................ pobeneas (c)7.50 ©)7.50 e)7.50 7.50 
“OQ” Gasoline: 
Bradford-Warren (Western Penna.)...............02.000005 (d)7.25 d)7.25 d)7 .25 d)7.25 
Other Districts (Western Penna.)...................0205- : (d) 7.00 -7.25 (d) 7.00 -7.25 d) 7.00 -7.25 (d) 7.00 25 
(a) Nominal. (b) For shipment to Texas and New Mexico destinations: Group 3 prices are quoted on northern shipment. 
(c) One retiner quoting. (d) To resellers holding licenses. (¢) Two refiners quoting. 
AO NATIONAL PETROLEUM NEWS 
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GENERAL OFFICES =” \ 
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SWING INTO LINE WITH MARATHON LUBRICANTS 


Don't sell YOUR customers just any lubricant that is advertised to fill 
all gear needs.. be sure that it isa lubricant that will suit their particular 
need. There is a complete line of Marathon lubricants and one especially 
adapted for each lubrication problem whether it is automotive, industrial or 
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agricultural. 


| oa 
MEU ARATHON 
A Write, wire or phone for the complete particulars. There are still 
Ki NO OUCTS exclusive territory franchises available to aggressive dealers. 
cS 


) GENERAL Offices - - - Finpbtay, OHIO 
ROBINSON, ILLINOIS Ul acy We) UN ley FT. WORTH, TEXAS 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include ins 
fazes, shown in separate column, include \c federal, and state tazes; also city and county tares as indicated in footnotes 
kerosine tazes, where levied, are indicated in footnotes. i 


ction fees as shown in general footnote. Gasoline 
erosine tank wagon prices also do not include tares; 


Discounts to various classes of buvers also are shown in footnotes These prices in effect Sept. 12, 1938, as posted by 


principal markeling companies at their headquarters offices, but subject to taler correction. 








S. O. New Jersey 


Essolene 
(Regular Grade) 


Consumer Gaso- Kero- 


Tank Dealer line sine 
Car T.W. Taxes T.W. 
*Atlantic City, N. J. 7.4 9.4 4 8 
*Newark, N.J........ 7.4 9.4 4 8 
Annapolis, Md....... 8.35 9.85 5 9.5 
Baltimore, Md....... cae 9.25 5 9 
Cumberland, Md..... 9.15 11.65 5 10 
Washington, D. ¢ 8 9.5 3 9.5 
Danville, Va......... 8.45 10.95 6 12.9 
Norfolk, Va......... 7.25 9.75 6 11.5 
Petersburg, Va..... :. Thee 10.05 6 11.7 
Richmond, Va........ 7.55 10.05 6 1.7 
Roanoks, Va......... 8.75 1a 25 6 12.9 
Charleston, W. Va.... 8.55 11.05 6 12.6 
Parkersburg, W. Va... 7.85 9.35 6 2 
Wheeling, W. Va..... 8.85 10.25 6 2.2 
Charlotte, N. C....... 9.15 11.65 7 12.1 
Hickory, N.C........ 9.65 12.15 7 2.9 
ee Oe ee ews OS. 32:95 FT 82:8 
meen, N.C... 2... 8.75 11.25 7 11.6 
Salisbury, N. C....... 9.25 11.75 7 13:2 
Charleston, S. C...... 7.75 30.25 2 106.6 
Columbia, 8. C....... 8.75 2.2s 6CZ 11.6 
Spartanburg, S.C..... 9.45 11.95 7 12.4 
Discount to undivided dealers: Dealer t.w. price 


less 0.5c per gal. 

*Effective June 21, 1938, S. O. New Jersey posted 
a minimum retail resale price of 11.9c at these two 
points. 

Note: While the above posted prices continue in 
New Jersey, dealers will pay a net price of 8.9c per 
gal. for Essolene. Dealers having pumps marked 
only Esso, Essolene and “‘Standard”’ White gasoline 
will pay 8.4c per gal. for Essolene. 

Price basis lo commercial consumers: To contract 
accounts, purchasing at least one full compartment 
at a time by hose connection: Effective March 12, 
1937, in New Jersey, and March 8 in Maryland, 
District of Columbia, and in Arlington and Fairfax 
Counties in Virginia, on yearly purchases: from 
2,500 to 100,000 gals., consumer t.w. price at time 
and place of delivery; 100,000 gals. per year consumer 
tank car price, plus 0.5c per gal. Generally consumer 
t.w. price in foregoing states is equivalent of dealer 
t.w. price, less 0.5c per gal. 

Effective May 15, 1937, on Essolene and Esso 
(by tank wagon) in North and South Carolina, 
West Virginia and Virginia (except Arlington and 
Fairfax Counties, which see above), commercial 
consumers taking deliveries of 50 gals. (West Va. 
100 gals.) or more at one time will be billed at the 
posted consumer t.w. price. Deliveries less than 50 
gals. (West Va. 100 gals.) will be billed at 4c - 
gal. over posted consumer t.w. price. Generally, 
posted consumer t.w. price will be equivalent to the 
dealer price less 0.5c per gal. 

Kerosine Discount: 1c off t.w. price for 25 gals., 
or more, under contract thru territory (Baltimore 
City contract not necessary) except no discount in 
state of New Jersey. 


Socony-Vacuum Oil Co., 


Inc. 

(S. O. New York Division) 
Socony Mobilgas 
(Regular Grade) 
Con- “Split”’ 


sumer Deal- Gase- Kero- 
Tank er line sine 
Car T.W. Taxes T.W. 
Metropolitan N. Y. City: 
Boroughs of Man- 
hattan, Bronx and 
Brooklyn (Kings and 
Queens)....... a 7.9 89 *5 8 
Borough of Rich- 
mond (Staten Is.)... 7.5 8.9 *5 8 
{OOS ne oe | 9.8 5 8.5 
Binghamton, N. Y.... 9 10 5 9 
MORRIE. Eosacccase B84 9.5 5 8 
Jamestown, N. Y..... 8.1 10.6 5 8.25 
Plattsburg, N. Y...... 8.3 10.3 5 9.5 
Rochester, N. Y...... 8.5 10.8 5 8.5 
Syracuse, N. ¥......-. 8.2 9.5 5 9 
Danbury, Conn....... 8.1 10.1 4 “ 
Hartford, Conn....... 7.9 Q 4 7 
New Haven, Conn. . 7.8 9.8 4 7 
Bangor, Me..... 8.25 10.3 5 9 
Portland, Me....... 7.25 10 5 8.75 
Boston, Mass........ 7 9 4 8 
Concord, N. H........ 8.6 10.5 5 9 
Lancaster, N. H...... 9.7 12 5 10.25 
Manchester, N. H..... 8.3 10 5 8.5 
Providence, R. I...... 7 9 4 8 
Burlington, Vt...... 8.4 10.4 5 9.5 
SS ar 8.6 10.7 5 a 








*Plus 2% 
each sale. 

Discount to undivided dealers: 0.5c less than “‘split” 
dealer t.w. 

Price basis to commercial consumers: Effective 
about Nov. 15, 1936 in New York and New England 
for tank wagon delivery: monthly purchases of 25,000 
gals. or over, pay consumer tank car price at point 
of delivery, plus 0.5c gal.; monthly purchases of 
5,000 to 25,000 gals., pay undivided dealer tank 
wagon price at point of delivery; monthly purchases 
of less than 5,000 gals., pay divided dealer tank 
wagon price at point of delivery. Private consumers 
pay undivided dealer tank wagon price at point of 
delivery, plus 2c gal. 


city sales tax computed at time of 


Atlantic Refining 


Atlantic White Flash 


asoline 
(Regular Grade) 
Commer- 
cial Gaso- Kero- 
Tank Dealer line’ sine 
Car T.W. Taxes T.W. 
Philadelphia, Pa.... 6.5 7 5 10 
Pittsburgh le a 10 5 10.5 
Allentown ae oe 9 5 10.5 
Erie eS 9.5 5 10 
Scranton. a F 9 5 10.5 
Altoona . 8 10 5 10.5 
Harrisburg. . er i 9 5 10.5 
Williamsport teak 6 9 5 10.5 
Dover, Del 8.5 5 10.5 
Wilmington 8.5 5 9.75 
Boston, Mass : 8.5 4 8 
Springfield, Mass. . . : 9 4 8 
Worcester, Mass.... ... 9 4 8 
Fall River, Mass.... ... 8.5 4 8 
Bhestford, Comn....< ..< + 9 4 7 
New Haven, Conn.. 9.3 4 7 
Providence, R. I... . 8.5 4 8 
Atlantic City, N. J. 8.9 4 8 
Camden, N. J..... 8.9 4 8 
Trenton, N. J..... ie 8.9 4 8 
Annapolis, Md... is 9.85 5 9.5 
Baltimore, Md - ‘ 9: 25 5 9 
Hagerstown, Md. ; 10.35 5 10 
Richmond, Va.. ; 10.05 6 sd By 
Wilmington, N.C... ... 10.35 7 10.8 
Brunswick, Ga. . ; 10 7 *11.5 
Jacksonville, Fla... : Fs 10 


*Georgia has kerosine tax of lc per gal., not in- 
cluded in above price. 

Discount to undivided dealers: Dealer t.w. less 
0.5c per gal. except in Georgia and Florida, dealer 
t.w. and undivided dealer price is same. 

Price basis to commercial consumers: consumers 
under contract, in Penna. and Delaware, effective 
Mar. 11, 1937, on yearly gasoline purchases taking 
full compartment hose deliveries, using 100,000 
gals. or more per year, tank car price plus 0.5¢ per 
gal.; consumers taking less than 100,000 gals., un- 
divided dealer price. Consumers under contract 
and not under contract, taking less than full com- 
partment delivery, and consumers not under contract 
taking full compartment delivery, get divided dealer 
price. Consumers taki less than 25 gals., t.w. 
delivery, get 4c above undivided dealer price. 

Discount on kerosine: Effective Oct. 29, 1936, in 
Pennsylvania and Delaware, 2c per gal. off t.w. price 
on t.w. deliveries of 25 gals. or more at one time. 


S. O. Ohio 


Sohio X-70 Gasoline 
Regular Grade) 


Con- tDiv- Gaso- Kero- 
sumer ided line sine 
T.W. Dir. Taxes T.W. 
Ohio State-wide. ..... 11.5 10.5 5 #12 
Counties where prices are below statewide: 
Butler, Clark, Clinton, Columbiana, Defiance, 
Greene, Knox, Montgomery, Pickaway and Preble: 
error 11 10 5 Sanat 
Hamilton.......... 11 9.5 4 
Franklin and Paulding: 
aeabaeaee cs ace o-3 5 
Renown Gasoline 
(Third Grade) 
Ohio State-wide ; ll 10 5 
Counties where prices are below statewide: 
Hamilton 11 9.5 5 


Clark, Columbiana, Defiance, Knox and Pickaway 
ee .5 9.5 5 
Franklin and Paulding: 
ee <culveae a nee 9 5 
Counties where prices are above statewide: 
Clermont, Darke, Miami and Warren: 
= 5 10.5 5 








S. O. Ohio Cont’d 


Kerosine Prices 
(Of Statewide Level) 


Kerosine prices are off statewide level in the fol- 
lowing counties: 


Allen, Auglaize, Champaign, Columbiana, Darke, 
Geauga, Greene, Hardin. Logan, Mahoning, Mercer, 


Preble, Putnam, Shelby, Trumbull and Van 
hs, Ee EE ER Te ee ee “11.5 
a SE eee Tee rere re ek ee ee *11 

pS er nr pe tte ee cae *10.5 
Fayette, Madison, Pickaway, Portage and —, 
—TEELELELOT ET TEE eee ee ee ee ee .o2 


tThis price also to authorized agents, exclusive 
of 0.5¢ rental. Discount to undivided dealers: 0.5¢ 
less than divided dealer t.w. 


*Ohio has kerosine tax of le per gal., not in- 
cluded in above prices. 


Commercial Tank Wagon Q.D.A. to contract accounts: 
Effective Oct. 20, 1937, thru Ohio (except in 30 
counties), on monthly purchases, off posted con- 
sumer t.w. price: 9 to 999 gals., 0.5c; 1,000 to 19,999 
gals., 1.5c; 20,000 gals. and over, 2.5c. The 30 
counties where Q.D.A. differs from statewide are: 
Allen, Ashtabula, Auglaize, Butler, Champaign, Cuy- 
ahoga, Darke, Defiance. Erie, Fulton, Geauga, 
Hamilton, Hancock, Hardin, Henry, Highland, 
Logan, Lorain, Lucas, Mahoning, Mercer, Ottawa, 
Paulding, Putnam, Sandusky, Scioto, Shelby, Trum_ 
bull, Van Wert, Washington, Williams and Wood. 


Sales tar: Ohio’s 3% sales tax, effective Jan. 27, 
1935, is added ‘where assessable, to regular posted 
prices,"’ S. O. Ohio says. 


On kerosine, prices to resellers and commercial 
consumers are posted generally at 3c per gal. below 
consumer t.w. price in any quantity, when such 
prices are on statewide level. 


S. O. Kentucky 


Crown Gasoline 
(Regular Grade) 


Con- Gaso- Kero- 

sumer Net line sine 

T.W. Die. Taxes T.W. 
Covington, Ky. 12 9 6 10.5 
Lexington, Ky. 13.5 10.5 6 10.5 
Louisville, Ky. 13 10 6 10 
Paducah, Ky... . 10.5 1.9 6 10 
Jackson, Miss... 12.5 9.5 7 *9 
Vicksburg, Miss 13 10 7 *9 
Birmingham, Ala [3.5 10.5 *8 10 
Mobile, Ala........ 12.5 9.5 *9 9 
Montgomery, Ala. . 13.5 10.5 *9 *9 
Atlanta, Ga..... 12 9 7 *9 
Augusta, Ga..... 12.5 9.5 7 *7 
Macon, Ga. 12.5 9.5 7 *10.5 
Savannah, Ga.... 12 9 7 *9 
Jacksonville, Fla... 10 7 8 8 
Miami, Fla Fr 12.5 9.5 9 
Pensacola, Fla... . 12 9 *9 10 
Tampa, Fla 10 7 8 8.5 

Kyso Gasoline 

(Third Grade) 
Covington, Ky....... 10.5 8 6 
Lexington, Ky........ 12 9.5 6 
Louisville, Ky........ 31.5 9 6 
Paduoah, Ky......... 9.5 7 6 
Jankson, Miss...... - 10S 8 7 
Vicksburg, Miss...... 10.5 8 7 
Birmingham, Ala. .... 13.5 9 *8 
Mobile, Ala.......... 10.5 8 *9 
Montgomery, Ala..... 11.5 9 *9 
Atlante. Ge... .ccciss 85 6 4 
Augusta, Ga 11 8.5 * 
Macon, Ga. .caneow Te 8.5 7 
Savannah, Ga.... . ae.0 8 7 
Jacksonville, Fla...... 9.5 7 8 
Pensacola, Fla... « 10.5 8 *9 
Tampa, Fla.... a 7 3 grec 

Discounts to all tank wagon consumers: VATective 


Jan. 4, 1937, thru territory, on Crown gasoline, 3e 
ve gal. below consumer t.w. price; on Kyso, 2.5¢ 
»elow, regardless of quantity purchased, per month 


*Tares: In the tax column is included these city 
and county gasoline taxes at the following points: 
Mobile, 20 city; Birmingham, Ic city; Moautgomery 
le city and le county; Pensacela, lc eity. Georgia 
and Montgomery, Ala. have kerosine taxes of le 
per gal., and Mississippi 0.5c, not included in above 
prices 








Above prices include these inspection fees on both gasoline and kerosine, per gallon, figured on basis of 50 gallons per barrel: 
Alabama, 1 /40c on gasoline, 1 /2c on kerosine; Arkansas, 1 /5c per gal. in a single barrel, 1 /20c per gal. in bulk; Florida, 1 /8e; Illinois, 3 /100c; Indiana, 1 /Sc per gal. 


in lots up to 25 bbls.; 2 


25c per gal. in lots of 25 bbls. or more; Kansas, 1 /50c, (3 /50c can be charged to meet inspection department expenses); Louisiana, 1 /32e; 


linne- 


sota, | /25c; Missouri, 3 /100c; Nebraska, 3/100c; Nevada, gasoline, 1 (20c; North Carolina, 1/4c; North Dakota, 1 /20c; Oklahoma, 2 /25c per gal. lots of more than 5@ in 


bbls., 1 /Se in lots less than 50 bbls.; South Carolina, 1 8c; South Dakota, 1/10c; 
Kerosine inspection fee only: lowa, 3/50c; Michigan, 1 /Sc per gal. 


Tennessee, 2 


5c; and Wisconsin, 3/100c on gasoline, 1 /25c on kerosine. 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include —— fees as shown in general footnote 
tazes shown in separate column, include le federal, and state tares; also city and county tares as indicated in footnotes. 
kerosine tazes, where levied, are indicated in footnotes. Discounts to various classes of buyers also are shown in footnotes. 


Gasoline 
erosine tank wagon prices also do not include tazes; 
These prices in effect Sept. 12, 1938, as posted by 





principal marketing companies at their headquarters offices, but subject to later correction. 














S. O. Indiana 


Red Crown (Regular Grade) 
Stanolind (Third Grade) 





Red Dealer Prices 
Crown ————~ Gaso-Kere- 
Cons. Red Stano- line sine 


T.W. Crown lind Taxes T.W. 


Chicago, Ib... . 2... 11.6 9.6 6.4 4 10.5 
Decatur, 19........ 11.6 16.1 8 4 10.5 
, SS): 11.6 10.1 8.4 4 10.5 
oe: ee 11.6 30.1] 9.6 4 10.5 
Quincey, Il. as 11.4 99 88 4 10.3 
Indianapolis, ‘Ind. 12.3 10.8 8.9 5 ¥*10.8 
Evansville, Ind... .. 12.1 10.6 9.1 > hi 
South Bend, Ind.... 12.6 11.1 o.2 §& *9 
Detroit, Mich... ... w.s 2.2 7.5 4 9 
Grand Rapids, Mich. 10.8 9.8 9 4 9.7 
Saginaw, Mich. - 2.3 16.8 9.3 4 9.3 
Green Bay, Wis.... 12.4 10.9 10.2 5 10.3 
Milwaukee, Wis.... 11.8 10.3 9.5 5 10.7 
La Crosse, Wis... .. 12 10.5 10 5 10.9 
Minneapolis-St. Paul 12 10.5 10 5 10.9 
Duluth, Minn...... 12.4 10.9 10.4 5 11.3 
Mankato, Minn.... 12 10.5 10 5 10.9 
Des Moines, Ia... .. H.4 69.9 «6765 ~=64 CUMS 
Davenport, Ia...... 11.6 10.1 96 4 *10.5 
Mason City, Ia..... 11.8 10.3 9.8 4 *10.7 
St. Louis, Mo...... 11.2 9.7 7.5 % 10.1 
Kansas City, Mo... 10.9 9.4 6.9 *4 8.5 
St. Joseph, Mo..... 10.9 9.4 8.9 *4 9.8 
Fargo, N. D........ o.2 2.7 FS 4 12.1 
Minst, N. D........ 8S 38 12.5 4 13.4 
Heron, S. D........ 3.5 i} wS S 1t2.4 
Wichita, Kans...... 10.4 6.6 5.5 4 7.8 
*Taxes: in the tax column is included these city 


and state gasoline taxes at following points: Kansas 
City, St. Joseph and St. Louis, le city tax. Kerosine 
taxes: Indiana has 4c, Iowa 3c per gal. state tax, 
not included in above prices. 

Discount to commercial consumers: Effective Jan. 1, 
1935, thru territory, except Michigan effective Feb. 1 
on purchases per month, discount off t.w. prices; ali 
gasolines, 25 to 1,000 gals., at t.w. price; 1,000 gals., 
or more, 1.5c off t.w. on Ethyl and Red Crown, and 
le on Stanolind (latter effective June 9, 1937). 
Minimum delivery is 25 gals. 


S. O. Nebraska 


Standard Red Crown Gasoline 
(Regular Grade) 
Gaso- Kero- 
ine sine 
T.W. Dealer Taxes T.W. 
Omaha, Neb. .... ao ae 


10.5 6 10.8 
eS ero 11.5 10.5 6 10 
| RR ee 12.4 10.9 6 41.2 
North Platte......... 12.4 9.4 6 11 
Scotisbluff........... 13.5 8.4 6 12.3 


Discounts to commercial consumers: for tank wagon 
deliveries covered only by Standard Commercial 
Consumer Contract, effective January 1, 1935. 


O. Louisiana 


Essolene 
(Regular Grade) 
Consumer Gaso- Kero- 
Tank Dealer line sine 


Car T.W. Taxes T.W. 

Little Rock, Ark...... 7.75 10.25 7.5 ll 
Alexandria, La....... 7.25 9.75 8 *11.5 
Baton Rouge, La..... 7.25 9.75 8 *9Q9 5 
New Orleans, La... ... 7.25 9.75 *10 *11.5 
Lake Charles, La... .. y 9.7% @& 13.5 

Shreveport, La....... 6 8.5 8 *10 
Lafayette, La........ 7.5 10 S 1.5 
Bristol, Tenn......... 10.5 11 8 14.5 

Chattanooga, Tenn... 10 12.5 8 14 
Knoxville, Tenp...... 10.5 13 8 14.5 
Memphis, Tenn... ... 8.5 11 8 12.5 
Nashville, Tenn...... 9.5 12 8 13.5 
*Taxes: New Orleans gasoline tax includes 7c 
state, le federal, and 2c parish tax. Louisiana has 


kerosine tax of le per gal.; in addition New Orleans 
has lc parish tax, none of which are included in above 
prices. 

Price basis to dealers: 
dealer price, less 0.5c. 

*rice basis to cemmercial consumers: Effective 

May 15, 1937, thru territory; commercial consumers 
taking 50 gals. or more at one time will be billed at 
posted consumer t.w. price; those taking less than 
50 gals. at one time will 1 be billed at 4c per gal. over 
posted consumer t.w. price. Generally, the posted 
consumer t.w. price will be equivalent to the dealer 
price less 0.5c per gal. 


Humble Oil & Refining Co. 
Humble Motor Fuel 
(Regular Grade) 


Gaso- Kero- 
line 


Undivided dealers get 


sine 
7T.W. SS. Tasee T.¥. 
BRN BOR as sc kes 9 13 5 8 
Ft. Worth, Tex....... 9 13 5 8 
Houstom, Tex... ..++<% 9.5 13.5 5 8 
San Antonio, Tex..... 1 9 13 5 8 








U. S. Motor Gasoline 


° (Third Grade) 

Gaso- 

line 

*T.W. S.S. Taxes 
Dallas, Tex 6 10 5 
Ft. Worth, Tex..... 6 10 5 
Houston, Tex eee 41.5 5 
San Antonio, Tex. 7.5 10.5 5 

*Price is t.w. price to all classes of dealers and 


consumers. 


Continental Oil 


Conoco Bronze (Regular Grade) 
Demand (Third Grade) 

Dealer Prices Gaso- Kero- 

Conoco De- line 


sine 
Bronz-z-z mand Taxes T.W. 
Denver. Colo......... 10.5 9.5 5 13.5 
Grand Junc., Colo. ...14 13 5 15 
Pueblo, Colo Pree |e 10.5 5 10.5 
Casper, Wyo...... 12 11 5 11.5 
Cheyenne, Wyo...... 8 7 5 13 
Billings, Mont........13 10 6 13 
Butte, Mont. ........13.5 10.5 6 15.5 
Great Falls, Mont... .13 12 6 3.5 
Helena, Mont........ 14 13 6 15.5 
Salt Lake City, Utah. .12 10 5 16 
OS) | Sra 18.5 11.5 6 18 
Twin Falls, Ida.. Pe 12.5 6 18 
Albuquerque, N. M...11 10 t6.5 12 
Roswell, N. M........ 11 8.5 6.5 10.5 
Santa Fe, N. M......12 $5 7 12 
Muskogee, CEN. .s.00 9.8 7 5 7 
Oklahoma City, Okla.. 8.5 6.5 5 7 
QQ) 8) See 7 5 5 7 
Ft. Smith, Ark....... 9.75 6.7% § 7.5 
Little Rock, Ark...... 9.75 $.125 7.5 § 
Texarkana, Ark...... 9 2 5 8 


tIncludes city tax of 0.5c. 
*Includes lc city tax. 


O. California 


Standard Gasoline 
(Regular Grade) 
Gaso- Kero- 


line sine 

T.W. S.S. Taxes T.W. 

San Francisco, Cal... .13.5 14.5 4 11.5 
Los Angeles, Cal...... 13 14 4 10 

41 eee 14.5 15.5 4 12.5 

Phoenix, Ariz........ 15.5 16.5 6 42.5 

Reno, Nev........... 5.5 16.5 5 13.5 

Portland, Ore. ....... 14 15 6 13.5 

Seattle, Wash. ....... 14 15 6 13.5 

Spokane, Wash....... 17 18 6 16.5 

acoma, Wash. ...... 14 15 6 13.5 


Flight Gasoline 
(Third Grade) 


San Francisco, Cal... .12 13 4 

Los Angeles, Cal......11.5 12.5 4 

J. 4 ere 13 14 4 

eee 14 15 5 

Phoenix, Ariz........ 14 15 6 

Portland, Ore........ 12.5 13.5 6 

Seattle, Wash. ....... 12.5 13.5 6 

Spokane, Wash....... 15.5 16.5 6 

Tacoma, Wash....... 12.5 13.5 6 iets 
*Arizona has kerosine tax of Sc per gal., not 


included in above prices. 

Discount to dealers: on gasoline, off t.w. price on 
Standard Ethyl and Standard Gasoline, to 100% 
dealers, 3c; to split dealers, 2c; on Flight gasoline, 
both 100% and split dealers, 2c. 

On Stanavo Aviation Gasoline, to all classes of 
dealers, 3c off t.w. 

To commercial consumers: off tank wagon price: 
on single deliveries of 40 gallons and over. Stan- 
avo Aviation, Standard Ethyl and Standard Gas- 
olines, 3c. Flight Gasoline, 2c per gallon. Tank 
wagon delivery, less than 40 gals., lc per gal. above 
posted t.w. price. Discounts on kerosine: in tank 
cars, 3c off tank truck price; plant deliveries to 
jobbers, 2.5c below tank truek price. 


Canada 
PRICES OF IMPERIAL OIL LTD. 


Per Imperiel Gallon, which is 1.2 U. 5S. 
3-Star Imperial Gasoline 
(Regular Grade) 


Gallons 


Kero- 
Gasoline sine 
Baws Taxes Paw 
Hamilton, Ont....... 16 6 17 
Toronto, Ont......... 16 6 17 
Brandon, Man.......21.1 ? 22.3 
Winnipeg, Man.......20.5 ? 20.7 
Regina, Sesk......... 19 7 22 
Saskatoon, Sask......21. 7 24.3 
Edmonten. a 19.5 7 21.5 
Calgary, Alta........ 16.5 7 19 
Vancouver, B. C...... 16 7 23 
Montreal, Que........ 15 6 7.9 
St. John, N. ie actan deere 10 18.5 
eS ee 14.5 10 18.5 








Discounts to undivided dealers, le off t.w. price, 
except Maritime Provinces where undivided dealers 
pay t.w. price. Divided dealers pay t.w. price, thru 
territory. 


. . ™ . 
Aviation Gasoline 
Following are tank car, tank wagon or 
dealer prices, as indicated, of aviation 
gasoline in several marketing territories 


Ss. 0. OHTO 
Thru Ohio 


Esso Aviation 


Consumer Gasoline 


Taxes 
74 octane. . a0 seca 5 
80 octane............16.5 5 
87 octane... . 17.5 5 
Discounts: For delivery on contract to hangar 


operators and resellers: 2c 
t.w. price, shown above. 


S. O. INDIANA 


Stanavo Ethyl Aviation Gasoline 


below consumer posted 


73 Octane Number 


Citonee. TEs. occcs 6 849 4 
Detroit, Mich........ 16.5 4 
Milwaukee, Wis. .....15.1 5 
Minneapolis, Minn... .15.3 5 
St. Louis, Mo......... 14.5 3 
Kansas 4 | es *4 
Pasee, IN. Dh. ss cece 16.5 4 
Huron, S. D.. .15.8 5 


*Includes Ic ‘city ‘tax. 


HUMBLE OIL & REFINING CO. 


Aviation Gasoline 
Tank Car 
ee eee err ee ee 8.5 


CONTINENTAL OIL CO. 
Conoco Special Gasoline 


Gasoline 
Dealer Taxes 
Denver, Colo......... 14.5 5 
Cheyenne, Wyo...... 15 5 
Helena, Mont..... < 6 
Salt Lake City, Utah. 5 
Albuquerque, N. M.. *6.5 


*Includes city tax ot 0.50. 


Ss. O. CALIFORNIA 
Stanavo Aviation Gasoline 


Phoenix, Ariz........17.5 6 
Los Angeles, Cal......15 4 
San Francisco, Cal... .15.5 4 
Reno, Nev........... 17.5 5 
Portland, Ore. .......16 6 
Seattle, Wash........ 16 6 
Spokane, Wash.....,.. 19 6 
Note: For discounts, etc., see note under Standard 


and Flight gasoline above. 


Naphtha (In Tank Wagon) 


Ss. O. NEW JERSEY 
Posted Tank Wagon Prices 


Mineral 
Spirits V.M.&P. 
eee er 3.5 15.5 
eee eee 15.5 
Washington, D. ( RR 15 
Discounts: 


Buyers taking following quantities, 
at one time, get these discounts: Newark, 2c per gal. 

on 200 gals. or more; less than 200 gals., 0.5¢ higher 
rs Sg altimore 2c off on 25 to 100 gals. and 3c on 
over 100 gals. Washington, 2c off to contract buyers. 


SOCONY-VACUUM OIL CO. 


gt, A ee 11 12.5 
*New York City eel a ain ka 9.5 10.5 
Rochester, N. Y.........--- 12 12.5 
co ha re 12.5 15 

Beste MaGRiiic ccc cccccees 11.5 11.5 
Bridgeport, Conn........... 11 11.5 
reer, COG... ceceices 11 11.5 
be eee 11.5 12.5 


*Prices apply to consumers only in quantities 
over 1,000 gals. annually. For quantities under 
1,000 gals. annually, add 0.5c per gal. 


ATLANTIC REFINING CO. 


Philadelphia, Pa............ 11.5 12 
| oe ae 13 14 
P ittsburgh, ee 12.5 14.5 


Note: Prices for Mineral Spirits also apply to 
Stoddard Solvent; and prices for V.M.&P. Naphtha 
apply also to Light Cleaners Naphtha. 


S. 0. OHIO 
S.R 


e V.M.&?P. 
Solvent ae 
TR Gs cain gescneennes 12.5 13.5 


Note: V.M.&P. Naphtha prices also apply on Dry 
Cleaners naphtha and special Varnolene; Varnolene 
and Sohio Solvent 0.5¢c belew these prices. Dis- 
counts to contract consumers, off t.w. price: 300 
to 999 gals., 0.5¢; 1,000 to 2,499 gals., 0.75¢; 2,500 to 
4,999 gals., lc; 5,000 or more gals., 1.3c. 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include i 
tazes, shown in separate column, include 1c federal, and state taxes; also city and county tazes as indicated in footnotes. 
kerosine tares, where levied, are indicated in footnotes. 


pan fees as shown in general footnote. Gasoline 


osine tank wagon prices also do not include tazres; 


er 
Discounts to various classes of buyers also are shown in footnotes. These prices in effect Sept. 12, 1938, as posted by 


principal marketing companies at their headquarters offices, but subject to later correction. 





S. O. INDIANA 
(Prices include state and federal taxes) 
Oleum V.M.&P. 


Spirits Naphtha Stanisol 
Chicago, Ill....... 16.2 16.5 15.9 
Detroit, Mich... . 19.2 18.7 19.7 
Kansas City, Mo. 13.9 14.9 14.4 
St. Louis, Mo..... 14.2 15.2 12.9 
Milwaukee, Wis. . 18.8 19.8 19.3 
Minneapolis, Minn. 19 20 av .7 


Note: All prices, with exception of Missouri points, 
include state tax. Prices shown are base prices, 
before discounts 


Naphtha (In Tank Cars) 


In Tank Cars (F. o. b. refinery or seaboard terminal 
except Ohio, delivered price.) 


V.M.&P. 

Naphtha Solvent 
Ee er 10.5 9.5 
New York Harbor.......... 10 9 
Philadelphia district......... 10.5 9 
ee ee ere ry 10.5 9.5 
oo eee 10.5 9.5 
Ohio points, delivered....... 8.875 *g 


*This is on rubber solvent. 

Note: In Ohio, prices on D.C. naphtha and special. 
Varnolene are same as V.M -; on Varnolene and 
Sohio Solvent, prices are 0.5c less than on V.M.&P 


Latest Changes 


From Sept. 6 to Sept. 12 inclusive. 
Dates and amounts of changes shown. 


See table for full current prices. 
Socony-Vacuum—Socony Mobilgas: 


For consumer t. c. and dealer t. w. price 
reductions, see Sept. 7 issue, page 12. 


Atlantic Refining—Atlantic White Flash: 


Dealer t. w. cut 0.5¢c, Boston, Springfield, 
New Haven, and Providence, Sept. 9. 


Kerosine: 


Worcester cut 0.5c, Sept. 6. 


Corrections 
Notation of amount of change and 
dates not previously shown in table. 
Table in this issue is corrected to show 
these changes. 


Atlantic Refining—Atlantic White Flash: 


Philadelphia commercial t. c. cut 0.5e, 
dealer t. w. cut 1.25c, Sept. 5. 


Jacksonville dealer t. w. cut 2c, Aug. 27. 


Heating Oils 
Atlantic Refining—No. 1: 


Worcester cut 0.5c, Sept. 6. 

















Fuel Oil 


(Continued from page 36) 


in several of the key markets along 
the east coast, particularly Boston and 
New York harbor, according to re- 
ports, 

Some pickup in buying of No. 6 
oil was reported, and several sellers 
in the New York market said this oil 
was becoming scarcer at 85 cents. 

* * * 


TULSA, Sept. 12. Mid-Continent 
refiners continued to receive inquiries 
for light fuel for open market deliv- 
ery, but the bulk of shipments still 
were against contracts, they said. Sup- 
plies were closely held, with prices 
steady, it was said. 

Most of the heavy fuel movement 
continued to be to railroads. Occa- 
sional “exploratory” inquiries for 
heavy oi] from industrial users were 
received, but few orders were booked, 
refiners said. 


Tire Stocks 
(Continued from page 34) 


inch record card, showing the size of 
the tire and the date received. 

As orders from dealers are received 
the record card case is consulted. The 
record card for the oldest tire in stock 
of each size ordered is removed and 
the tire delivered. The number of rec- 
ord cards at any time is the number 
of tires in stock. Then after the tire 
leaves the warehouse the record card 
is filed for use in re-ordering tires. 

The tag system also operates in the 
same manner for the dealer’s inven- 
tory. Two parts of the tag remain on 
the tire when received at the dealer’s 
station. One part continues to be tied 
on the tire. The second part, bearing 


the tire size and date received, be- 
comes a record card for the station, 
for the taking of inventory and for 
indicating the age when a tire is re- 
moved from stock on being sold. As 
with the jobber’s stock, selling the 
oldest tire in stock first keeps the 
stock fresh. Then after a saie the rec- 
ord card becomes a shop. ticket for 
re-ordering that size from the job- 
ber’s warehouse. 


CHICAGO, Sept. 12.—Trans-ameri- 
can Petroleum Corp. announces that it 
has contracted to sell the entire output 
of Allied Refining Co.’s new refinery 
opening this week at St. Elmo, II. 


Rutledge Distributor 
For Barnsdall 


KANSAS CITY, Mo., Sept. 14. — 
The Rutledge Oil Co., jobber with 
headquarters in Kansas City and op- 
erating in three adjacent counties, be- 
came a distributor for Barnsdall Re- 
fining Co. products, effective Sept. 1. 
R. B. Rutledge is president. 


Barnsdall’s retail outlets in Kansas 
City and vicinity have been taken over 
by the Rutledge company and will 
be operated in conjunction with its 
own retail outlets. The company is 
reported to have approximately 2,000,- 
000 gallons of gasoline distribution. 














No.1 No.2 No.4 
Ss. O. NEW JERSEY 


Atiantio City, Nu Iss cisssscce 3.0 €.0 6.0 
ee, POR re 8.0 6.0 6.0 
DROME. Saaccacccasend eo. eee 
EP er reer 70 6.0 §&.5 
Wermeten, 1). Cin... os cee css 7.25 6.5 6.5 
MONS a.55 ovis naa eCels 7.0 6.0 6.0 
reer pee ere 7.08 Gime c<ae 
OS oer ee 7.25 6.25 6.25 
oe NG, te re ee hc Mee Gar <r! 
ME da cca issue ees dak css €.20 
I Nala ao act alc tare areal 8.75 7.25 
Gharesten. SG. Go. ccc i ces ce 8.5 7.0 
DIR Ores ora Gin eee wc as 98 8.3 
ee A er ee ene 10.7 9.2 


SOCONY-VACUUM OIL CO. INC. 
(S. O. New York Division) 
No. 2 No.3 No. 4 


ee 6.50 6.50 6.50 
SO ee Oe ree 7.00 7.00 6.50 
eee a SO ee 7.580 7.50 7.50 
eee ree ee 6.00 6.00 6.00 
MR Eas le ac'sla'e alee are 7.50 7.50 7.50 
ee a Se: ee re 6.50 6.50 6.50 
DN WE eS css wk oe one 8.00 8.00 8.00 
Beentierd, GOR. v2 os. sc ascees< 6.00 6.00 6.00 
New Haven, Conn............ $.35. 4.25 $$. 
SSG a en 6.00 6.00 6.00 


Note: Prices for No. 1 fuel in Socony-Vacuum 
territory same as for kerosine which see in tank 
wagon table for various cities; prices change with 
kerosine. 











TANK WAGON MARKETS, HEATING OILS 


Prices in Effect Sept. 12, 1938 


Following are posted lank wagon prices of various grades of heating oil at the points shown in various lerrilories. 
rices are in cents per gallon. 


No.1 No.2 No. 3 No.4 
ATLANTIC REFINING Cont'd 


Philadelphia, Pa........ 7.75 6.00 6.00 6.00 
Allentown, Pa.......... 8.50 6.50 6.50 6.50 
Wilmington, Del........ 7.75 6.00 6.00 6.00 
Springfield, Mass....... S00 6.30 .... OS 
Worcester, Mass........ 8.00 6.00 6.00 
Hartford, Conn......... 7.00 6.00 6.00 
Ss. 0. OHIO 

Columbus Division and 

aa 7.50 7.50 7.00 
arr 8.00 8.00 7.00 
a | rene 8.00 8.00 7.50 


Nole: S. O. Ohio prices are for full compariment 
hose dumps, bucket dumps are 0.5¢ per gallon higher. 


S. O. INDIANA 


Stanolex Fuel and Furnace Oils 


No. 1 Stanolex 

Fuel Furnace 
NR it ig au eae aloes (a)6.5 6.5 
DUNNE. 5. bose tcc davis -” (b)7.8 
RP sre a eS t.2 
eee eee 8.4 a4 
Minneapolis...............-. 7.8 7.8 
Sh aan x ae 4 7.0 
| eo REE 6.8 6.8 

(a) For 400 gals. and over; 150 to 399 gals., 7c; 


1 to 149 gals., 8c. 

(b) Excluding 4c state tax. : 

Note: Small-lot deliveries of light fuel oils range 
up lo 2c higher than quotations. 














on oe auanienaeiia ne reese 








RN 


NATIONAL PETROLEUM NEwWS 





2 
























































——- 
: 
All prices on this page are publisher's opinion of open market quotations or sales, for spot shipment (10 to 15 days). In cargo markets, 
spot shipment is 90 days. Prices in cents per gallon, except heavy fuel oil in dollars per barrel, in tank oar lots, f.0.b. refineries or 
seaboard terminals in districts designated, unless otherwise noted. Federal, state or municipal tares not included. Prices quoted apply H 
on products made from legally produced crude. Unless otherwise noted, gasoline octane ratings are determined by C.F.R. Motor 
method, A.S.T.M. D-357-33T; and lubricating oil specifications determined according to A.S.T.M. methods, unless otherwise noted. ’ 
Eastern Domestic Prices Effective Sept. 12 Sept. 6 Prices Effective Sept. 12 Sept. 6 
. 2 “ : : In Ships’ Bunkers, or deep tank lots, per tbl.: GAS AND BUNKER OILS 
(Inter-refinery and export prices not included.) j)Diesel fuel oil...... $1.525-$1.55 $1.525-$1.55 siecle } “ “ 
MOTOR GASOLINE (k)Grade C fuel oil... $0.70 -$0.90 $0.70 -$0.90 re gre Shipment 
: : , as Oil (m): 
Prices Effective Sept. 12 Cased Goods: (Per case) 7 Sinn je ieciiates 2 = 3 50 
(a) 65 ] nos = 9 A? tinea’ 3 7. ag eo ee ee 
District: (u)60-64 Oct. Oct. & Above | U.S. Motor......... $1.40 -$1.525 $1.40 -$1.525 43-47 diesel index... 3.50 — 3.625 3.50 ~ 3.625 
4 = : dab 400 e.p. blend, under 48-52 diesel index... (a) 3.50 —3.623(a) 3.50 -3.623 
AN —. REE Te 6 a - 6.75 6.25 - 6.75 65 octane.......... $1.50 -$1.60 $1.50 -$1.60 53-57 diesel index... (a) 3.625 3.75 3.625-— 3.75 
IN. ¥. harbor...... 6.00 -— 6.50 6.00 — 6.50 375-400 e.p. blend, 
Philadelphia......... 6.00 - 6.50 6.00- 6.50 | 65 oct. & above... $1.60 -$1.70 $1.60 -$1.70 For Domestic and /or Export Shipment 
Baltimore........... 6.25 — 6.50 6.50 — 6.75 | (h)40-43 w.w. kerosine $1.30 -$1.40 $1.30 -$1.40 Diesel Oil Ship's bk $155 $1.55 
arg er Se Oba 6.75 - 7.00 7.00 - 7 25 | Kerosine, p.w........ $1.25 -$1.35 $1.25 -$1.35 | Grade se ee all 7 ¥ — 
pe mca epi oa * oon on “ 7 95 for ship’s bunkers... (0) $0.75 0) $0.75 
Savannah........... 7.00-7.25 7.00 — 7.25 | Grade C bunker oil, in : 
Jacksonville......... 7.00 - 7.25 7.00 - 7.25 New York Export cargoes............ $0.60 —$0 65 $0.60 -$0.65 
7 - 7 7 t.o | : , ‘ 
— ioe se ; a io = 6 po a 700 (Cents per gal. in bbls. F.a.s. New York) 
» i 25 -7 50 - 7 | . | -C =NT LU “AT > S 
; Providence. ......... 6.25 7.00 6.50 00 CYLINDER OILS (Pennavivania Products) i sn « cogs os I : ata AT INC pee 
; ‘ents per ; rulf; s., f.a.s.; : 
WATER WHITE KEROSINE Bright stock: ee ee ee eee 
District: Light, 25 p.t 1.50 21.50 : ” 
ae ee = ~t.. Sept. 12 
N. Y. harbor... 4.75 00 Charlest 5.00-5.25 ° rs : , 
(b)N. Y. harbor 4.625-4.875 Savannah, $.25-5.50 Neutral oil: _ ; : | aan. See | ee 
Philadelphia... 5.00-5.25 Jacksonville 5. 25-5 .50 200 3 color, 25 p.t.... 22.50 22.50 | _,Stock............. 22.50 -24.50 17.60 -17.75 
Baltimore. .... 5.00-5.25 Portland 5.60 150 3 color, 25 p.t..... 21.50 21.50 | 150-160 vis. D 210 brt. stock: 
Norfolk. ...... 5.00-5.25 Boston. x 5 00 600 s.r., unfiltered.... 15.50 -16.50 15.50 -—16.50 0-10 Diiicccese « B 00 -20.50 13.00 -14.75 
Wilmington, N.C.5.00-5.25 Providence 4.75-5.00 650 s.r., unfiltered.... 17.50 -18.50 17.50 -18.50 - 10-25 p.p..-.-..... 18.50 -20.00 12.50 -14.25 
600 fl., s.r............ 18.00 -19.00 18.00 -19.00 — vis. E 210 brt. 
\FURF > 630 fl., e.r............ 20.50 -21.50 20.50 -—21.50 stock. . weeeeeess 18.50 -20.00 13.00 -14.50 
a * 120 vis. D 210° bre. 
N. Y. harb. harb. barges } stock........... 18.50 -20.00 13.00 -14.50 
| 
Oe Oe ee cee “OES 5.00 1.625- 4.875 o | Sept. 12 Sept. 6 
a ap Maneaeer sees 4 Fal 5 3 a 125 Wax, Domestic and Export 180 vis. No. 3color neutral: Bulk Balk 
eo Bee eee eseeeeeses ed — « ‘o> ~ haw’ | - - 
WE ak Caw cweeeneen (s)$1 15 _ eet eeeens (A.S.T.M. Tests. Melting points, however, are A.M.P., “aan pe ree ees " br a a: " = “ pa 
TRUS athens estees Se ie eer 3° higher than E.M.P. Export prices, f.a.s., carloads. ge _ So alia " 
: . : Domestic prices, f.o.b. refineries in New Orleans & 200 vis. No. 3 color neutral: 
Phila. dist. Balt. dist. New York districts in bags, carloads, with 0.2c dis- GIO RR. ciccccci 10.00 -10.50 10,00 -10.50 
a ae 5.00 —- 5.25 500 - 5.25 count allowed for shipment in bulk, except where 15-30 p.p........-. 9.50 -10.00 9.50 -10.00 
Nuss eee "4.25 ” a 25 lee noted below. Scale solid; fully refined, slabs in bags) 600 s.r. olive green... 9.00 11.25 9 00 -11.25 
eb: a 7 oT 600 s.r. dark green.... 7.00 9 25 7.00 9.25 
No. 4 4.00 4.00 4.25 
ae $115 a“ Prices Effective Sept. 12 
INGE Oe osc Sic one 0.95 0.95 New York 
' WS 39.55 Semensio Expert SOUTH TEXAS LUBRICATING OILS 
Bost. dist. Prov. dist. 124-6 Y.C. scale.. 2.25 — 2.35 2.95 - 2.35 (Vis. at 100° cold test 0, bulk export shipment, f.o.b 
No. 1 = 90 175 - 5.00 122-4 W.C. scale 2.25 - 2.35 2.25 - 2.35 terminals.) 
Now. alba ; on é os = bs on — ae 2 = - 2.35 : 25 - eo Unfiltered Pale Oils: 
sp tac aaa a ai 7 “se é 23-! ully rid.... 3.7% 3.375- 3.5 , . 
See Geen essercnnnse: Soe Fa 125-7 Fully rfd_.. |. 390 3.50 - 3.625 Vis. Color oe es 
No.6 tte tee e eee ee ees $0 98 $098 128-30 Pully rfd.... (1) 4.00 3.65 - 3.875 MONG Picci ievencs S&S ». 00 $.75 >. 00 
eb ain wi civics raisin es a a 130-2 Fully rfd..... (1)4.35 4.00 — 4.125 200 No. 3........... 6.25 - 6.75 6.25 - 6.75 
(d)Bunker 133-5 Fully rfd.... (1)4.65 4.40 -— 4.625 po + aor re 6.75 - 7.25 6.75 ; 25, 
5-7 C 5 - 5 95 © id «see eee &.é2 $.25 a<4e 25 
District: C Fuel (d)Diesel Oil 135-7 Fully rfd.... (1)4.90 3.00 = 5.58 750 No. a. 6.68 62508 
N. ¥. herbor.......:. (f)$0.95 (g)$1.75 New Orleans 1h 3 2 See 8.75 -9.25 8.75 — 9.25 
tng Rrra: 0.38 net 75 Domestic Export 2000 No. 4... 900-950 9.00 - 9.50 
Hee scosevess = (g)3t 33 124-6 Y.C. scale...... 2.25 - 2.35 2.25 - 2.35 ‘ls: 
| <a wits 2 122-4 W.C. ecale..... 2.25 - 2.35 2.95 - 2.35 Red Oils: 
"oem's “gla .- 124-6 W.C. scale. .... 2.25- 2.385 2.25 - 2.35 Vis. Color 
Savannah........... (e)$0.90 $1.785 92_c a — _ a . 
Jacksonville (e)$0 90 $1785 123-5 Fully rfd....... Bi 3.375- 3.50 100 No. 5-6...... 4.75 > 00 475 ,.00 
1 ame: on 788 | 125-7 Fully rfd....... 3.90 3.50 - 3.625 200 No. 5-6. 6.25 - 6.75 6.25 - 6.75 
ballet °'3105 31.85 128-30 Fully rfd......  (1)4..00 3.65 - 3.875 300 No. 5-6. . 6.75 - 7.25 6.75 - 7.25 
B a CR Sateen sees (f)$0 95 $1 — 130-2 Fully rfd....... (1)4.35 4.00 -— 4.125 500 No. 5-6... 72.89 64 9S oe ae 
“chan yO an a ap 133-5 Fully rfd.... (1) 4.65 4.40 - 4.625 150 No. 5-6.......... 8.25 - 8.75 8.25 — 8.75 
Providence. ......... $0.95 $1.75 1200 No. 5-6 a eae 2 ee 9 on 
Ges Oil Diese! Oil 2000 No. 5-6......... 9.00 —- 9.50 9.00 - 9.50 
28-34 Shore } sanes a oil prices cover oils ag green cast; 
Gravity Plants | . prices for blue cast red oils are slightly lower in some 
a eee 4.00- 4.25 400-4.25 | Gulf Coast | on 
Spe nc dist...... 4.25 . | (F.o.b. ship, Gulf oil terminals; minimum 20,000 bbls.; | 
a” etnies , soe | representing traders’ opinions 
eoeseetes <0 
Savannah dist........ 4.25 | Prices Effective Se 2 ‘ 
; . » Sept. 12 Sept. 6 
” oc 
Secksouville dist...... — | For Domestic shipment: P 
MOTOR GASOLINE Tanker Rates 
59 oct. & below...... 4.625-— 4.875 4.625- 4.875 
on, MOET 1.75 > .00 4.75 5.00 | (Approximate freight rates to Continental ports, 
Pacific Export 65-67 octane......... .875- 5.125 5.00 5.25 | shillings per ton of 2240 Ibs., British sterling; U.S. 
| 68-70 octane......... 9.29 — 5.50 3.20 5.50 | ports cents per bbl.) 
" 
(i) (Quotations are at seaboard, Los Angeles, in cargo FUEL OILS Rates Effective Sept. 12 
lots, t l., except where otherwise ed.) PEND on cn ae nek 3.75 1.00 3.75 
po ne per ga _s where otherwise notec 3 akeconaaescicioe 2 Py 00 Crude & or a 
rices Effective Sept. 12 Sept. 6 uc 4 saad 
U. S. Motor, under KEROSINE Lent — a — 
x eee ere Paid Ask Paid Ask 
al an OE $.875- 5.00  4.875- 5.00 SEER GM ss census 4.00 +00 
‘ o; ” o/ 9/ 
400 e.p. blend, under Gulf-U.K. /Cont.(q) 11/6 12/-12/6 12/ 12/6-13/ 
ee ee ee eee For Export Shipment: | Aruba-U.K./Cont.(q) | 
400 ep. blend 65 | GASOLINE rr, 10/-10/6 = =10/ = 10/6-11/ 
oct. & above...... S.325- 5.375 5.325- 5.375 U. S. Motor 4 625- 4.73 1 625- 4.75 PUEEMSN = SERS ME? 
(h) 38-40 w.w.kerosine 4.25 - 4.75 4.25 - 4.75 60-62, 400 e.p........ fas-4 465-33 | =e 
41-43 w.w. kerosine... 4 7 - 5.00 4.75 - 5.00 61-63, 390 e.p........ 4.625- 5.00 4.625- 5.00 fuel. (10 to 19.9 
44 w.w. kerosine...... §.25-5.50 5.25 - 5.50 64-66, 375 e.p........ 4.625- 5.00 4.625- 5.00 nnn es . 17 Se 19¢ 
In Cargo lots, per bbl. ight Crude, (30 2 
’ iid . aight Crude, (30 
Dieselfuel, 24° & above $1.05 -$1.20 $1.05 -$1.15 KEROSINE | Grav. or Lighter)  15c 15-l6c ‘ 
Diesel fuel, under 24°.. $0.93 -$1.05 $0.93 -$1.05 de a eee Te a) 4.25 -4.50 (a) 4.25 -4.50 | Gaesoline......... eee ae 15e 16-17c¢ 
(h)30-34 diesel (gas oil) $1.20 -$1.30 $1.10 -$1.30 pe eee 4.00 4.00 | Kerosine........ nee ey 15¢ 16-17¢ 
(k) Grade C fuel oil... $0 55 -$0.70 $0.55 -$0.70 GREE Mins kc decedss 1.00 4.00 | Light Fuel...... at aaa l6c 16-17¢ 
(a) Prices nominal. (b) In barge lots. (c) Fuel oils meet specifications of U.S. Commercial Standards CS12-35. (d) In ships’ bunkers. (e) For barging, add Sc per bbl. 
(f) For barging,add Sc to 6c per bbl. (g) For barging, add 6.5c to 7.5c per bbl. (h) 150 fire point. (i) For San Francisco cargo prices, add oe bbl. to cargo prices shown 
above. (j) Pacific Specification 200. (k) Pacific Specification 400. (1) Shipment either in bags or in bulk. (m) Less than \ of 1% sulfur. (n) No prices reported. (o) Barging 
fic No p gi 
Se per bbl. additional at some Gulf gee (p) Second-hand barrels. (q) Continental ports in range between Bordeaux and Hamburg, both inclusive. (r) V la loading, 
same rate; Tampico, 2c to 3c per bbl. additional. (s) Low pour test, low viscosity, No. 5 generally quoted at $1.25. 
— a cael 
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CRUDE OIL MARKETS 


Prices in $ per bbl. of 42 U.S. gals. at the well. 


A. P. I. gravity. Prices are effective as of 7 a. m. of dates as given 








EASTERN FIELDS 
Posted by Joseph Seep Purchasing Agency 
(Effective Sept. 1, 1938, except Corning 
Sept. 3, 1938) 


Oil in Southwest Penna. _— 
ee ers $1.34 


Penna. Grade 

Li nny 
Penna 
igi Bree. eins : 
Penna. Grade Oil in 

(Macksburg, i a . 

Corning Oil in Buckeye Pipe ‘Lines (Ohio) . . .$1 .07 

Posted by Other eeities 


‘Buckeye Pipe Lines 


Tide Water Associated Oil Co. 
Bradford- Allegany ng as (Penna. and 
. Y.) (Effective Sep | ee . $1.68 
*The Pennzoil Co.: Efrentiv stive ‘Sept. 1938) 


Penna. Grade Oil in National T nest ‘Lines*$1.61 
Ashland Oil & Transportation Co.: 
Somerset Oil in Ashland Lines (Ky.): 


(Effective July 1, 1938) 
er MUD OEIUER 5s nos 60acie sana sean eee $1.32 
RRO EINE 5 osu s5s snenceacesesseeer $1.40 


*The Pennzoil Co. posts.$1.61 in Cochran, Frank- 
lin, Hamilton and Doolittle, Pa. fields; prices in 
other lower districts range down to $1.56 per bbl. 


at well. 
MICHIGAN 
Posted by Pure Oil Co 


Midland, Midland County (Jan. 5, 1938)... .$1.12 
Posted by Simrall Corp. 
(Effective Aug. 9, 1938) 
West Branch, Arenac, and equal grades...... $0.90 
(Effective Jan. 8. 1938) 
Allegan, Crystal, Greendale, Porter and 
CE IIE So sinkcc cn csancasencn t.i2 
Beaverton, Buckeye, Bentley, Edenville and 
WN s Hoivan eee hskaab on bkas eas ocabe > 
CENTRAL STATES FIELDS 
Posted by Ohio Oil Co. 
‘ (Effective Jan. 28, 1937) 
rere $1.35 


(Effective June 22, 1938) 
Owensboro, (Western Ky.)...............-. $1.30 


(Effective Nov. 20, 1937) 


Sg | eer 0 kee ee Orne” $1.00 
Posted by Owensboro Corp. 
(Effective May 25, 1938) 
North Centralia, Hl.................00020-- $1.25 
(Effective Aug. 8, 1938) 
Centralia, Ill. (congested area).............. $1.10 
Posted by Carter Oil Co. 
(Effective Sept. 1, 1938) 

Louden, Fayette County $1.35 
Posted by Stoll Oil Refining Co. 
(Effective Sept. 10, 1938) 

Stoll Pipe Line Oil (Ky. Dees soa 5 LcwO 


CANADIAN FIELDS. 
Posted by Imperial Oil Limited 
Vestern Ontario 
(Effective Sept. 9, 1933) 
Petrolia 2.10 





CNR Sore ow eat Seino as cas aeatee $2.17 
Alberta—Turner Valley 
(Prices f.0.b. field tankage) 
(Effective Jan. 5, 1938) 

Crude Oil 
40-40.9°........$1:14 53-53.9........$1.40 
BEE Picissovan SUNO 54 . & 1.42 
ae, A 1.18 9. 1.44 
ge ee ET 1.20 9. 1.46 
ne a ee ee ee SE=0e Di. cncccee 1.48 
Brae Diincikscws 26 a ee 1.50 
46-16.9..... . 1.26 59-59 .9...... 1.52 
UE, re 60-60 .9 1.54 
tine dt SU i Pe 1.56 
SP icinrs.6 a tale Vie a .32 62-62.9... 1.58 
cmt Pe DTT | A eee 1.60 
S1- Lf aa 1.36 ee 
S2-52.9.. ..c000 1.38 
Crude Naphtha, 65 grav. & above.......... $2.14 

Absorption Gasoline 
90% Rec., 20 Ib. Reid v.p........... eer Co 
90% Rec., 17 lb. Reid v.p.......... - . $2.08 


tMID-CONTINENT 
(Effective Jan. 28, 1937) 
(In Oklahoma- (In North-North 


*Kansas) Central Texas) 

Below 29...... $1.06 $0.96 
> oe > Se Se 1.08 0.98 
30-30.9....... 1.10 1.00 
_  Saae 1.i2 1.02 
$2-32.9...... 1.14 1.04 
33-33 .9..... as 1.16 1.06 
34-34.9........ 1.18 1.08 
35-35 .9....... 1.20 1.10 
36-36.9 1.22 2.22 
Si-S7 .9. 2.0 1.24 1.14 
aru Li SEE OE 1.26 1.16 
39-399. ii 1.28 1.18 
40 & above... 1.30 * 1528 

| Prices posted by Standard Oil Co. (Indiana) in 
Okla.-Kans., and in Texas by Stanolind Oil Pur- 


chasing Co. 

Above prices met as follows: 

Jan. 28, Continental Oil Co. met in Okla., Kans., 
and North Texas. Sinclair-Prairie met in North 
Texas and North Central Texas, Jan. 28, Stanolind's 
North Texas schedule. Same date, The Texas Co. 
met in North-North Central Texas. 

Effective June 16, 1938, Kanotex Refg. Co. posted 
Okla.-Kans. crude, 34 & below, at $1.03, 35-35.9 
at $1.05, plus 2c differential to 40 & above. at $1.15. 

Effective Sept. 1, 1938, Rock Island Oil Co. cut 
southern Okla. crude, in Stephens, Carter and 
Garvin counties, 10c, posting 20-20.9 at $0.65, plus 

4c differential to 25-25.9 inclusive; from 26-26.9 to 
30-30.9 inclusive, 3c differential; and from 31-31.9 


to 40 and above, 2c differential, with 40 & above 
being $1.20. 

Note: S. O. Indiana prices in Okla.-Kans. are for 
quantities computed by 97% tank tables. In Texas, 
100% tank tables are used effective Oct. 1, 1937, 
volume corrected to 60° F., and deduction for full 
b.s. & w. content. 

*Effective Aug. 1, 1937, for Otis-Albert pools 
Rush-Barton counties, Kans., 13c less. 


Posted by Carter Oil Co. 
In Oklahoma 


(Effective Jan. 28, 1937) 

Below 25.......$0.98 $$-83.9........ $1.16 
ee 1.00 Peer 1.18 
See 1.02 ee 1.20 
ok Sere: 1.04 re 1.22 
hea 1.06 ph, ee 1.24 
cn hh OPTS 1.08 oe cnt Oe ico 

pon bi ee 1.10 he ath OME 1.2 
a gr 40 and above... 1.30 
ee 1.14 


Above Carter schedule met Jan. 28 by the follow- 
ing companies: Sinclair-Prairie, Shell and Barnsdall 
in Oklahoma-Kansas; Skelly Oil in Kansas; Tide 
Water in Oklahoma; Pure Oil in Oklahoma-Kansas, 
beginning with below 24 at $0.98 and ending with 
40 & above at $1.30. 

Posted by Magnolia Petroleum Co. 
(Effective am 28, 1937) 

In Oklahoma, same schedule as Carter Oil, which 
see above, beginning with below 25, at $0.98 and 
a 40 & above, at $1.30. ; ; 

exas: North and North Central, including 
Burkburnett, Archer, Henrietta, Electra, Comanche 
and Olden, same gravity and price edule as 
Stanolind in North Texas, which see under Stanolind, 
beginning with below 29 at $0.96 and ending with 
40 and above, at $1.20. 


Jefferson County, Texas 


‘aumont est Beaumont 
(Magnolia) (Humble) 
(Oct. 1, 1937) (May 1, 1938) 
meee 21°. 5.5. $0.95 $0.95 
21-21.9.. 0.98 0.98 
22-22.9.. 1.01 1.01 
23-23.9.. 1.04 1.04 
et ee 1.07 1.07 
25-25.9.. 1.10 1.10 
26-26.9.. 1.13 1.138 
27-27.9.. 1.15 1.15 
28-28.9.. a7 ey leg 
29-29.9.., 1.19 1.19 
30-30 9. ccicces 1.21 1.22 
ee ae 1.23 1.23 
ke 1.25 1.25 
33-33.9.. Me xi Re xy 
34-34.9...... 1.29 1.29 
ee for 1.31 
36-36.9........ oil 1.38 
37-37.9........ 34 & above 1.35 
38-38.9........ ey 
39-39.9. 1.39 
40 & above.. 1.41 


"TEXAS FIELDS 
Posted by Humble Oil & Refining Co. 
West Central Teras) 


K ‘ffec tive Aug. 29, 1938) 
28-28 .9... $0.96 37 37 9 we 
29-29 .9... 0.98 i re Ae 
30-309 1.00 = fh are by 
31-31.9 1.02 SOO. 9. ca cccwas Rome 
32-32 .9 1.04 | ha Peer rn 1.22 
33-33.9 1.06 42-42.9..... ee 
34-34.9 . 1.08 43-43..9....2...% 1.26 
35-35.9.. 5 %,a eee 44-44.9 5 a’ehekp Ree 
36-36 .9 1.12 45 & above Siete 1.30 


*Includes Brow n, Callahan, Coleman, Comanche, 
Eastland, Fisher, Haskell, Jones, Shackelford, 
Stephens, Throckmorton and Young counties. 

Note: Effective Oct. 1, 1937, Humble prices are 
based on 100% tank tables at 60F. 

*East Central Tezras 


(Effective Jan. 28, 1937) 

Below 29.......$1.03 EE xe wok awn $1.17 
SED Oiscesasee Bee i Oe 1.19 
de Pee ee is ey ae 1.21 
I eet coe y ot ee 1.23 
ps I epee: ee | ta at: EOE 1.25 
ie | eer eo 40 and above... 1.27 
BO-B6.9. ccncccce 15 


*Including ae Cherokee, Limestone, Na- 
varro counties. 
Same date, Sinclair-Prairie met in Mexia Humble's 
above schedule. 
PANHANDLE TEXAS 
Posted by Humble bs & Refining Co. 


Gray Carson- 
County Hutchinson 
Effective Aug. 29, 1938) 
SRR kus cane ® $0.96 $0.91 
Oe ee ee : 0.98 0.93 
36-36.9... 1.00 0.95 
37-37.9.. 1.02 0.97 
38-38 ..9 1.04 0.99 
39-39 .9.. 1.06 1.01 
40-40 .9...... 1.08 1.03 
41-41.9...... 1.10 1.05 
42-42.9..... 1.12 1.07 
43-43.9... 1.14 1.09 
44-44 9 is 1.16 1.11 
45 & above 1.18 1.13 


‘EAST TEXAS 
Effective *Aug. 29-30-Sept. 1, 1938) 7 
Gulf, Humble, Magnolia, Shell, Sinclair-Prairie, 
Stanolind, Sun, Texas Co., Tide-Water ——- 
: CTE Te eer re Or et eee 1.25 





*Effective Aug. 29 by Gulf, Humble, Shell, Stano- 
lind; Aug. 30 by a Texas, Tide Water; 
Sept. 1, Magnolia and Sun. 

Shell also posted on Jan. 28, in Livingston area, 
Polk County, Texas, $1.27 

NORTHEAST TEXAS 


(Posted by Humble, Jan. 28, 1937) 


(Posted by Magnolia, Jan. 28, 1937) 
Cass County and Panola County, Tex.: 

Same poxey and price schedule as S. O. Louisiana 
posts for Rodessa, La., which see under that company 
(Posted by The Texas Co., Jan. 28, 1937) 
Clee GOES ss eva ans a Cec ddoaun see aeseesen $1.25 


WEST TEXAS AND NEW MEXICO 
Posted by Humble Oil & Refining Co. 
Effective Jan. 28, 1937) 

(Including Andrews, Crane, Crockett, Ector, *Gaines, 
Glasscock, Howard, *Reagan, Upton, Winkler and 
*Yoakum Counties, Texas and Lea county, New 


Mexico). 

Below 26....... $0.78 i Sere $0.94 
OS See 80 SS Peer 0.96 
i er 0.82 ee 0.98 
ot 0.84 Be eee 1.00 
ee See 0.86 1 @, ae 1.02 
EDs sacecnss 0.88 SS. ere 1.04 
ek ee 0.90 SS ae 1.06 
32-32.9. se 0.92 40 & above..... 1.08 
Pe TE isis ee ein 4s 91 


*Added to this posting, Aug. 29, 1938. 

Jan. 28, Magnolia met Humble in Crane, Upton, 
Howard, Glasscock, Mitchell and Winkler. 

Shell Petroleum Corp., on Jan. 28, met Humble in 
Crane, Glasscock, Howard, Pecos (except Yates 
shallow pool), Winkler, and Upton counties, Tex., 
and in Lea County, N. Mex. On Jan. 28, Shell posted 
in Yates shallow pool in Pecos county, Tex., $0.81. 
June 4, 1937, Shell added Ector county to West 
Texas postings. 

Jan. 28, Stanolind Oil Purchasing Co. met Humble 
in Hendrick field, Winkler county. 

Jan. 28, Texas Co. met — in Ward and 
Winkler counties, Tex., and Lea County, N. M. 
except that its top =: is 36 and above, at $1.00. 

April 20, 1937, Sinclair Prairie a Humble in 
Ward and Winkler, Tex. and Lea, M., counties, 
except that its gravity echedule 4 with 36 and 
above, at $1.00. 


Posted by Continental Oil Co. 
(Effective Jan. 28, 1937) 
Artesia, Jackson and Maljamar pools, N. M.. .$0.90 
COLORADO 
(Posted by Continental Oil Co.) 


(Effective Jan. 28, 1937) 
Ft. - Sa and Wellington 


Below 29. OL con ee $L.15 
Se ee ee 1.03 Son tt 17 
gn at LER 1.05 oe. Se ee 1.19 
Se, Se 1.07 ne 1.21 
32-32.9 1.09 pe ale JRO 1.23 
yt (Gsceneue : ll 40 & above.. 1.25 
SOO Pivccc<eae 13 

Canon City and = 2a eee ee $1.10 


SOUTH AND SOUTHWEST TEXAS 


All Shown Below Posted by Humble Oil & 
Refining Co. 
(Effective Jan. 28, 1937) 
Carroll, Clark, Darst Creek, Hilbig, Salt Flat and 
MUMMIES UBOUND So 0c, ace a Sistas die de erste: Hasavare ara @AUe $1.09 


i ree errr cre oe $1.10 
‘E ffective “Aug. 29, 1938) 

ke a ee errant Reemirmer rr $1.40 

POM A ule RC Danis hice eu Domes ewes eee 1.42 


Jan. 28, Magnolia met Humble in Darst Creek; 
posted $1.00 in Luling; $1.12 in Lytton Springs; 
$1.27 for Cleveland, and $1.15 in Hardin, both in 
Liberty —e Tex. Effective July 11, 1938, Sun 
Oil Co. posted $1.15 for Hardin. 





Jan. 28, 1937, The Texas Co. met Humble in 
Darst Creek. 
Anahuac, Cedar Point, Dickinson, Gillock, Fairbanks, 

and Turllebay 
(Effective Aug. 29, 1938) 
27-27.9 1.10 39- 39. ae -$L.34 
ere 1.12 40-40.9... « eae 
29-29 .9 1.14 41-41.9... 1.38 
a St MR 1.16 42-42.9... L.40 
31-31L.9 1.18 43-43.9... 1.42 
hr) fh ee 1.20 44-44.9... 1.44 
BO ee ..22 45-45.9... 1.46 
eee 1.24 46-46.9... 1.48 
.* Saree 1.26 47-47.9... L.50 
36-36 .9 1.28 48-48 .9... 1.52 
37-37 .9 1.30 49-49 9. ae 
| See e+ 50 & above.. cab eters L.56 
Conroe, Raccoon Bend (Deep sand crude) Tomball and 
Satsuma 
Effective Aug. 29, 1938) 

| es $1.20 ic 7 Se: | ee 
eae ae ee i + 4 | Ok ee 1.40 
et eee 1.24 a gee a 1.42 
ie eee 1.26 cat, Et EER EE 1.44 
8 ee 1.28 ie | ae ee 1.46 
LS See 1.30 ee 1.48 
Pe Ee Pee ee oe - es 1.50 
ee ee 1.34 44-44.9......... 1.52 
ee ere ee 1.36 45 & above...... 1.54 


Jefferson County, Tez. 
West Beaumont, see prices under Magnolia in 
center column. 
(Continued on next page) 











NATIONAL PETROLEUM NEWS 


























CRUDE OIL MARKETS 


(Continued from 
preceding page) 














Sovth-Southwest Texas (cont'd) 
Posted by Humble 


*Mirando 
(Effective Aug. 29, 1938) 
. $0.96 36-36.9 $1.28 
.98 37-37 .9 1.30 
00 38-38 .9 1.32 
02 39-399 1.34 
04 40-409 1.36 
06 4$1-41.9 1.38 
08 42-429... .. &.40 
10 43-43.9... os Bete 
12 14-44.9 1.44 
14 $5-45.9 1.46 
16 46-46.9 1. 48 
18 47-47 .9 1.50 
20 48-48 9... iF 
22 19-49 9 ; 1.54 
.24 50 & above eee 1.56 





. 5 26 
*Inc iodis Duval, i Hogg, Jim Wells, Webb and 


Urania, La. (Ark. Fuel Oil Co., Jan. 28 °37). $1.02 
(Posted by Continental Oil Co.) 
*Tepetate, *Abbeville and *Ville Platte, La. $1.24 

*Tepetate effective Jan. 28, 1937; Abbeville and 
Ville Platte, June 1, 1938. 

Jan. 28, 1937, Magnolia posted in a Island, 
Haynesville, Bull Bayou and Cotton Valley, La., 
Eldorado and Rainbow districts, Ark. same price 
and gravity schedule as S. O. La. posts in N. La.- 
Ark. fields; and met S. O. La’s. Rodessa prices; and in 
Lockport, Iowa, Cameron Meadow, La., posted same 
gravity and price schedule as Humble posts on 


Mirando, Tex. crude. El Dorado East Fie = Ark. 
price same as Smackover, effective Jan. 28, 
Jan. 28, The Texas Co. met S. O. La. in he La., 


except that its gravity schedule begins with below 

27 at $0.94. It posted $1.37 for Garden Island, La., 

$1.24 for LaFitte, La. and $0.90 for Smackover. 
*GULF COASTAL FIELDS 

Posted by Humble Oil & Refining Co. and 


29, 1938), Clinton, Goose Creek, Hull, Liberty, 
Mykawa, Orange, Pierce Junction, Raccoon Bend, 
(shallow sand), Sugarland, Thompsons, Webster, 
beginning Aug. 29, 1938), and West Columbia 
Same prices also apply, effective Feb. 1, 1938, in 
Clinton, Tex., posted by Stanolind. 
Jan. 28, Sinclair-Prairie met above 
schedule in full 
t$0.95 for oil below 21° posted April 1, 1938. 
July 6, 1937, The Texas Co. posted for Refugio, 
which includes Greta, Saxet and Taft: $1.01 for be- 
low 21, plus 2c differential, to $1.17 for 28 & above. 
Texas Co. postings in Gulf Coastal Texas include: 
Arriola, Five Corners, Ganado, Humble, Liberty, 
Magnet, Manvel, Markham, Mauritz, McFaddin, 
Pickett Ridge, Port Neches, Sour Lake, West 
Columbia and Withers. In Gulf Coastal Louisiana: 
Bay St. Elaine, Caillou Island, Dog Lake, Four 
Isle, Gillis, Horseshoe Bayou, Iberia, Lake Barre, 
Lake Pelto, Leesville and Port Barre. 


ROCKY MOUNTAIN FIELDS 


Humble 











Zapata counties, Tex. and Heyser and Placedo The Texas Co. Posted by Stanolind Oil & Gas Co. 
crudes. ; ‘ tRefugio (Effective Jan. 28, 1937) 

July 6, 1937, Texas Co. posted for Duval-Mirando, Gace aha: Salt Creek, (except Tensleep crude), Midway and 
$0.96 for below 21, plus 2c differential, to $1.12 for (Effective Jan. 28, 1937 yy ose Dutton Creek, Wyo., same schedule as Stanolind 
28 & above. ; _ Humble “Texas (Aug. 29,°38) posts in Oklahoma, Kansas which see under Mid- 

LOUISIANA-ARKANSAS Relow 18. $0.95 °$0 95 2 Continent crude on previous page. 

Posted by Standard Oil Co. of Louisiana 18-18.9.. or for (Effective Jan. 6, 1938) 

(Effective Jan. 28, 1937) 19-199... below below : Tensleep, Salt et ME cnc dacvacenaeks $0.70 

: 20-20.9.. =5* 2° $1.01 (Effective Jan. 28, 1937) 
> 21-21.9.. 0.98 0.98 1.03 Greybull-Torchlight Déduenvesuue wancwuaieud’ $1.30 
gn Ss +1 22-22.9.. 1.01 1.01 1.05 RT so X0kscinnnensseeeedesaes 1.18 
; . wae 245 23-23.9.. 1.04 1.04 1.07 accu teaeeasdacnenesnaain 1.12 
: $ 43 £m. 24-24.9.. 1.07 1.07 1.09 | Hogback, N. M........... eRrenhdwewaeeiny 1.33 
a $ o9.9 for 25-25.9.. 1.10 1.10 Lu | Cee cc es eee 1.2 
dl :. su § 352 26-26.9.. 1.13 1.13 1.13 (Effective July 8, 1938) 
zs 34 sk 68S 27-27.9.. 1.15 1.15 1.15 Eth Basin. liakt : ' $1.05 
o< oa eEznm ZO 28-28 9. 117 117 117 ,- ae. haa iyekasesiaversas eskuy sans .. 
Below 21°.. $0.90 $0.93 $0.90 $0.83 29.29 .9., 1.19 1.19 1.19 | xsrass Uree ig ee Us 
21-21 .9.... for or .93 for 30-30.9.. 1.21 1.21 1.21 es (Effective May 1, 1938) , 
22-92 .9.. oil oil 96 oil 31-31.9.. 1.23 1.23 1.23 BB . . eetereterteeeterr $0.65 
23-23 .9.. Below Below .99 Below 32-32.9. 1.25 1.25 1.25 CR ES MONON ok oc ncc dimenccenacncnnd 0.50 
24-24.9.. 25° 25° 1.02 25 33-33.9... 1.27 1.27 1.27 ee Ser errr re 0.45 
25-25 .9.. $0.92 $0.95 1.05 $0.85 34-34.9. 1.29 1.29 1.29 (Effective Nov. 4, 1936) 
ge : ‘2 ae 1.08 087 35-35 4 . 1.31 pe 1.31 ee a a rer ere $0.62 
27-2 ea 9 .99 1.10 .89 36-36.9.. 1.33 oi 1.33 } P : 
28-28 9. cy ee Oe) ee Oe 91 37-37.9.. 1.35 34° 1.35 Posted by Ohio Oil Co. 
50.9 = (Effective July 8, 1938) 
29-29 .9.. 1.00 1.03 1.14 .93 38-38 .9.. 1 37 and 1.37 Elk B Ww $1.05 
30-30.9.. 1.02 1.05 1.16 95 39-399... 1.39 above 1.39 G Yael tallies pect 1.05 
31-31.9.. 1.04 1.07 1.18 7 40-40.9 1 41 : 1.41 srass ree U1.) Se ° 
32-32 9.. 1.06 1.09 1.20 .99 $1-41.9 for 1.43 (Effective Jan. 28, 1937) e 
33-33.9.. 1.08 t.3 1.22 1.01 $2-42.9 oil 1.45 mo 3 Se eer terri. 1 205 
34-34.9.. 1.10 1.13 1.24 1.03 43-43 .9 40° 1.47 RAC ic dnc as vonncevedanieumucewans 0.97 
35-35 .9.. 1.32 L.15 1.26 1.05 14-44 .9 and 1.49 (Effective May 1, 1938) 
3T3T 3. . 46 ts L :* : yl 4 oo ; above - ~ |  GeumeQateGameeiccs esis cee ccaiucccencnans $0.50 
. és, “* e . « e » oo ; -_ 
38-389... 118 121 1 32 1 Ul 17-47 9 155 ‘ - (Effective Nov. 16, 1937) nee 
39-39 9. 1.20 1.23 1.34 1.13 18-48 9 1.57 Sunburst, Mont........... ese witemny sauseaies 
40 & above 1.22 1.25 1.36 1.15 19-49 9 ; 1.59 Posted by Continental Oil Co. 

*Includes C addo, Homer, Haynesville, Sabine, 50 & above 1.61 (Effective Jan. 1, 1938) 

De Soto, Sarepta, Carterville, El Dorado, Bunkie tIncludes also Greta, O’Connor-McFadden, Taft, Ck Cte Te io oi ks oe caediceancteduden: $1.30 
and Miller county. Plymouth and Tom O'Connor crudes. (Effective Jan. 28, 1937) 
tineludes Buckner, Magnolia, and slang pools. *Humble’s prices apply in these Texas fields: I Nk cvecédndcindaanudawenes $1.18 
SONCRVOR, FPR so ccscets cesscuswaas . $0.90 Amelia, Barbers Hill, Clear Lake (beginning Aug. Lance Creek, Wyo... .....ccccccesecccecess 0.97 
CALIFORNIA, Posted by Standard Oil of California 
All gravities above those quoted take highest price offered in the field. Prices effective Feb. 1936, except Huntington Beach, Playa del Rey, Santa Fe 
Springs, Kern Front, Siqnal Hill (Long Beach) effective March 7, 1936; Elk Hills effective peed 22, 1936; Lakeview Area, Aug. 19, 1936; El Segundo and 
ilmington, Oct. 15, 1937; Greeley-Canal, July 9, 1938; Santa Maria Valley, by Union Oil, May 20, 1938. 
2 zr a 
= Se z = 
s = =Og => ° 

- A, - & “eo am % 

408 = § g : . i. «2 a — = $5< 58 3 £5 
ssee ce 26 £€ Begs 2 3 sg = hh 2 ge 38 € g 32358 ¢ 5 & G0 
Sass 6 * ; gs & -s &8 ¢ = $84 & -~ 4 = 2s wa 8 ¢ 
sees & S se =F | 88 88 &§ § $$ BUS 8 s $3 @ & gs3 £o = £ | gf 
cfg= + GB ge £ &§ FS 8 €@ £& 4 Se © 83 ¢§ 6 z ctu $6 % o's 
egve ¢ S$ s§ 8 s 39 38 § &$ § 433 § $32 § 23 8 4 Bae ky § 8 & & 

Gravity GOEE OF < sas £ £ 68 e2@ 6 & & Bis & BE f SE fF & 824 oF S Be ge 
a ee ¥ ; — cate ' eh ae. $0.40 
14-149 $0 80 $0 79 $0 74 $0.78 $0.7 $0 "80 $0 “16 $0 80 $0.76 $0.76 $0.77 $0.78 $0 70 $0.70 $0.70 ... $0 0 $0.70 42 
15-15 9 80 79 74 78 79 80 76 80 76 .76 77 78 70 70 .70 . 70 .70 44 
16-16 9 80 79 74 78 79 "80 76 80 76 .76 77 78 70 70 70 70 .70 45 
1717 9 80 79 74 78 81 80 76 80 76 .76 77 78 70 70 70 70 .70 46 
18-18 9 80 79 74 78 84 80 78 82 76 76 77 .78 7 70 70 70 .70 . 47 
19-199 82 79 74 82 87 84 81 8 76 7 77.78 2 & 3 7 74 (TL? 48 
20-20 9 8 79 74 8 90 .88 .84 88 7 SS tt @& .. 70. 78 7 ” 

2121 9 88 79 74 89 93 93 88 91 80 .85 77 .84 a 73 82 82 82 7 70 

22-22 9 92 82 74 92 96 98 ae 93 84 .89 79 88 a .77 7 87 . 86 78 By 

23.23 9 9% 86 77 .96 99 1.02 96 (84 79 (96 (88 .93 .82 .92 .78 80.92.92 90 82.76 
24-24 9 99 91 .80 1.00 1.02 1.06 99 .88 81 99 mm) | .96 .85 96 82 .84 .97 .97 94 . 86 .79 

25-25 9 1.03 95 .82 1.03 1.05 111 1.03 93 83 1.02 .95 , .89 .99 . 86 .88 1.01 1.01 98 .90 83 

26-26 9 106 1 00 85 1.07 1.09 116 1.06 98 86 1.05 .98 Sika .92 1.03 .90 91 1.06 1.06 1.02 wala 

27-27 9 110 #105 Se EEE 1.33 ag 1.10 1.03 Se cee eee 96 1.06 95 men .95 1.10 1.10 $0.91 1 Pe 

28-28 9 114 110 90 1.14 1.15 , 1.14 1.07 90 1.06 .99 1.10 .99 cee 99 1.15 1.15 94 1. 

29-29 9 ere 3.5 93 118 1.18 & [.37 2.32 93 1.09 1.03 1.14 1.08 eos 2G 3.20 Bae .98 1. is 

30-30 9 '.23 1.99 96 1.2 1.22 «= Fe: ie eS 95 1.07 1.17 1.08 eos 3.06 3.26 3.25 2.6 3. 

31-31 9, - —_—_____— sas: 1.24 1.22 97 L.ll 1.21 1.12 .... 1.09 1.29 1.29 1.06— —__———_—— 
32-32 9 “1 he ood Terrace 1.27 = h.ge 3.20 1.0 1.14 1.25 1.36 ..- 1.13 1.34 1.34 1.09 Kettleman Hills 

33-33 9 2 3 1.32 1.18 1.28 1.20 soe Relee Bia Be 602 1.19 

34-34 9 1 32 1.37 1.22 1.32 1.35 cae) Bea <<a sea» Bone 1.23 

35-35 9 13s 1.42 i - ae ee ier Or aerate 1.20 1.27 ° 
36-36 9 1.39 1.46 1.29 1.33 oes 1.24 1.31 

37-37 9 1.43 1.51 1.32 1.37 ‘ae 1.28 1.35 

38-38 9 al 1.56 1.36 1.42 an 1.31 1.39 ‘ 
39-39 9 - 1.61 1.40 aa 1.35 1.43 

40-40 9 ics 1.66 1.43 nen 1.39 cece 

41-41.9 care a eae 1.43 ° 
42-42 .9 “oe 1.46 

43-439 wwe 1.50 

44-44 9. eae 1.54 

45-45 9 ate 1.57 . eee 
46-46 9. ° 1.61 eee 
47-47 9. - 1.65 eees 
48-48 .9. ee “Cuaw “dene enen Gade 1.68 . 


. b. ship. 
tAlso McKittrick, Kern River. 


Kern Front and Round Mountain $0.70 thru 19.9 gravity; no higher gravity quoted. 


+W ilmington prices differ on gravities below 189. Prices are: 14-16.9, $0.75; 17-17.9, $0.77; and 18-18.9, $0 79; rest of schedule same as Signal Hill. 
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Position Wanted 





ACCOUNTING MARKETING 10 
years experience. Now employed as 
chief clerk in charge of office and as- 
sistant to distriet manager for one of 
largest companies. Have had _ ex- 
perience as salesman and in bulk 
plant and service station manage- 
ment. 30 years age. Will go any- 
where. References gladly furnished. 
Box 41 








For Sale 





GASOLINE HOSE 
10’ lengths clean cotton jacketed gaso- 
line hose with couplings attached: 
1%”—$3.10 per length 
1” —$2.75 per length 
4”—$2.25 per length 
’O B delivered. 
United Tank and y gree ony ta Co., 
29 Line St., Cambridge, Mass. 








For Sale—Several Million tons of 
FULLERS EARTH 
Report of refinery test runs available. 
Deposit located in Michigan on Rail- 

road. 
Chas. W. 
17216 Edgewater 


Hopkinson 
Drive, Lakewood, O 








FOR SALE 
2500 gallon three compartment Frue- 
hauf gasoline transport with side 
cabinets, bucket box and meter. Per- 
fect condition with good tires $1,200. 
G. E. 
Box 1055 


BOBBITT 
taleigh, N. C. 








FOR SALE 
Three (3) piece truck-train Autocar 
Tractor, semi with three (3) compart- 
ment aluminum tank, 3042 gallon ca- 
pacity and Fruehauf trailer with 
three (3) compartment aluminum 
tank, capacity 2514; tractor weight 
10,770 lbs.; semi weight 9,520, trailer 
weight 10,910; over-all length of 
train 53 feet 11 inches. 
United Oil Manufacturing Co., 
Erie, Penna. 





Protessional Services 





ACCURATE LABORATORY TESTS 
GASOLINE OIL 


Standard Methods Employed 
Qctane Ratings by A. S. T. M. CFR Unit 


THE DETROIT TESTING LABORATORY 
554 Bagley Avenue, Detroit, Mich. 








HUNTLEY & HUNTLEY 


Petroleum Geologists and Engineers 


L. G. Huntley J. R. Wylie, Jr. 
H. Rutherford, Geophysics 


Grant Building Pittsburgh, Pa. 








ANTI-KNOCK VALUES 
DETERMINATIONS 
The Gray Industrial Laboratories 
Chemists and Engineers 
Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 
NEWARK, N. J. 
Telephone Bigelow 3-4020 











ROYAL E. BURNHAM 
Attorney-at-Law 


Patent and Trade Mark Practice 
Exclusively 


511 Eleventh Street, N. W. 


Washington, D. C. 








AS 


Index to Advertisers 





This index is published as a convenience 
to the reader. Every care is taken to 
make it accurate, but National Petro- 
leum News assumes no responsibility for 
errors or omissions. 





Acheson Colloids Corp. Dimon teas Fe 

Aluminum Co. of America .... 4 
American Telephone & Telegraph Co. 6 
Attapulgus Clay Co. .. 33 


Battenfeld Grease & Oil Corp. 
Berry Sons’ Co., James B........ 
Blackmer Rotary Pump Co....... 34 
Bowser & Co., Inc., S. F ; 
Bradford Oil Refg. Co. ....... 

Brodie Co., Inc., Ralph N. ..... 

ESTOOKING Pate, GO. oc kk se 

Buckeye Iron & Brass Works. . 

Butler Manufacturing Co. .... 


Canfield Oil Co. . : ee 
Champion Spark Plug Co. 

Champlin Refg. Co. ........ 
Chicago Bridge & Iron Co. ... sg 
Chiksan Oil Tool Co., Ltd.... . 
Cities Service Oil Co. ... . 28 
Columbian Steel Tank Co, 

Conewango Refg. Co. .. 

Curtis Pneumatic Machinery Co. 
Cushing Refg. & Gasoline Co.. 

Davis Welding & Mfg. Co. . 

Deep Rock Oil Corp. oo cere 

du Pont de Nemours & Co., E. I... 37 


Edwards & Co., Vincent . 
Electric Storage Battery Co.. 
Erie Meter Systems, Inc.. .Second ‘Cover 
Ethyl Gasoline Corp. ee 

Exide Batteries .. ; 


“airbanks-Morse & Co, 
Sree Mfg. Co. 
Fleet-Wing Corp. 
Ford Motor Co. 
Freedom Oil Works ‘Co. ‘ BS 
Fruehauf Trailer Co. ; 


General 
Corp. as 

ees il Electric ‘Co. 

Giant Tire & Rubber Co. 

Gilbert & Barker Mfg. Co. . | 

Goodrich Co., B. F. ee , 

Goodyear Tire & Rubber Co. 

Gulf Oil Corp. , eat > 


American Transportation 


Hays Mfg. Co. 

Heekin Can Co, ; bk 
Hinde & Dauch Paper Co, 1 
Humble Oil & Refs. Co. 


International Harvester Co. 3 
Leland Electrie Co. 


McDonald Mfg. Co., A. Y. ; 
Master Electric Co. Third Cover 
Mid-Continent Petroleum Corp. 

Miller Tires ee , 

Morrison Bros. 


National Petroleum News 
National Pumps Corp. 
Neptune Meter Co. 


Ohio Oil Co. ; 41 
Oil Equipment Mfg. Co. 


Paraflow 

Penola, Inc. - 

Perfection Stove Co. 

Philadelphia Valve Co. 4 
Phillips Petroleum Co. . 
Pittsburgh Equitable Meter Co. 
Pittsburgh Plate Glass Co. ... 31 
Pure Oil Co. ; ; 


Republie Oil Co. 
Roper Corp., Geo. D. 


Service Station Equipment Co. 
Shand & Jurs Co. : 
Shell 

Skelly Oil Co. 

Smith Meter Co. 

Southwest Pump Co. 

Standard Oil Co. of N. J. 
Standard Steel Works 

Sun Oil Co. 


Texaco Development Corp. 
Thiokol Corp. 
Tokheim Oil Tank & Pump Co. 


U. S. Air Compressor Co. 

U. S. Rubber Products Co., Inc. 

U. S. Steel Corp. ; 
Universal Oil Products Co. 29 


Veeder-Root, Inc. 
Viking Pump Co. 


Wayne Pump Co. 
Wayne Oil Burner Corp. 


.Fourth Cover 
Wheeling Corrugating Co... see 


Coming Meetings 


Oil Trades Assn. of New York, sports day, 
Pelham Country Club, Pelham, N. Y., 
Sept. 20. 

Gasoline Pump Manufacturers Assn., Code 
Anniversary Meeting, Dearborn Inn., 
Dearborn, Mich., Sept. 20, 21. 


Liquefied Petroleum Gas Assn., Midwest 
Section, Bismark Hotel, Chicago, Sept. 
52. 2. 


Michigan Petroleum Assn., Park Place Ho- 
tel, Traverse City, Mich., Sept. 22, 23. 
Liquefied Petroleum Gas Assn., Southern 
Section, Hotel Marion, Little Rock, Ark., 

Sept. 26, 27. 

Western Petroleum Refiners Assn., Tech- 
nical Group Meeting, Allis Hotel, Wichita, 
Kan., Sept. 29. 

National Asseciation of Petroleum Retail- 
ers, annual meeting, St. Louis, Sept. 27, 
28 and 29. 

American Assn. of Petroleum Geologists, 
mid-year meeting, under direction of West 
Texas Geological Society, El Paso, Tex 


Sept. 27-Oct. 2. 
National Assn. of Credit Men, Southwest 
Credit Conference, San Antonio, Tex., 


some time in Oct. 

National Lubricating Grease Institute, 6th 
annual meeting, Chicago, Oct. 3 and 4 

Liquefied Petroleum Gas Assn., Pacific Sec- 
tion, Hotel St. Francis, San Francisco, 
Oct. 4. 

Ohio Petroleum Marketers Assn., fall con- 
ference and golf tournament, Ohio Hotel 
and Southern Hills Country Club, Youngs- 
town, O., Oct. 5, 6. 

American Institute of Mining and Metal- 
lurgical Engineers, Petroleum Division, 
Plaza Hotel, San Antonio, Tex., Oct. 5-7. 

New England States Tax ‘Officials Assn., 
26th annual conference, Bangor, Me., 
Oct. 6, 7. ; 

Society of Automotive Engineers, national 
regional fuels and lubricants meeting, 
Tulsa, Okla... Oct. 6 and 7. 

Liquefied Petroleum Gas 


Assn., Eastern 


Section, Atlantic City, N. J., 1 day week 
of Oct. ). 
Montana National Bituminous Conference, 


sponsored by Western Petr. Refiners Assn. 


and Mont. and Miss. highway depart- 
ments, Edgewater Gulf Hotel, Biloxi, 
Miss., Oct. 10 to 13. 

American Gas Assn., Atlantic City, N. J., 


Oct. 10 to 14. 

National Safety Congress, Petroleum Sec- 
tion, Hotel Stevens, Chicago, Ill., Oct. 
10 to 14. 

North American Gasoline Tax Conference, 
Tulsa, Oct. 10 to 14. 

Indiana Independent Petroleum Assn., Fall 
convention, Hotel Severin, Indianapolis, 
Ind., Oct. 12 and 13. 

National Stripper Well Assn., and Oklahema 
Stripper Well Assn., annual meetings, 
Tulsa, Okla., Oct. 1 

Independent Petroleum Assn. of America, 
Tulsa, Okla., Oct. 19, 20 and 21. 

American Inst. of Mining & Metallurgical 
Engineers, Pg + aaa Division, Los An- 

Zi. 


geles, Oct. 
National aa of Credit Men, Petroleum 
Refiners Division, Indianapolis, Athletic 


Club, Indianapolis, Ind., Oct. 24, 25, 26. 

National Oil Marketers Assn., Morrison Ho- 
tel, Chicago, Oct. 24, 25. 

National Tax Conference, Hotel Statler, De- 
troit, Oct. 24 to 28. 

National Petroleum Assn., Dept. of Fire & 
Accident Prevention, Semi-Annual Meet- 
ing, Olean, N. Y., Oct. 26. 

National Battery Manufacturers Assn., 
annual convention, 
cago, Oct. 27, 28. 

Mid-Continent Oil & Gas Assn., Texas Divi- 
sion, San Antonio, Tex., Oct. 27, 28, 29 

Western Petroleurm Refiners § Assn., Tech- 
nical Group Meeting, Washington- Youree 
Hotel, Shreveport, La., Oct. 28. 

American Trucking Assns., Inc., 5th annual 
convention, Detroit, Oct. 31-Nov. 2. 

Oil Trades Assn. of New York, annual ban- 
quet, Waldorf-Astoria Hotel, New York, 
Nov. 1. 

American Institute of Mining and Metallur- 


14th 
Hotel Sherman, Chi- 


gical Engineers, regional meeting, Tucson, 
Ariz., Nov. 1 to 5. 
American Assn. of Petroleum Geologists, 


— Section, Los Angeles, Calif., Nov. 

S$, 4. 

Society of Automotive Engineers, West 
Coast regional transportation-maintenance 
meeting, Elks Club, Los Angeles, Nov. 
3, 4 and 5B. 

National Automobile Show, Grand Central 
Palace, New York, Nov. i to 18. 

National Motor Truck Show, Port of New 
York Authority Blidg., New York, Nov. 
11 to 18. 

Society of Automotive Engineers, 
dinner, Commodore Hotel, New 
N. Y., Nov. 14. 

American Petroleum Institute, 19th annual 
meeting, Stevens Hotel, Chicago, Ill., Nov. 
14 to 18. 

American Society of Mechanical Engineers, 
Philadelphia, Pa., Dec. 4 to 9. 

Exposition of Chemical Industries, Grand 
Central Palace, New York, Dec. 4 to 9. 
Nebraska Petroleum Marketers, Inc., Omaha, 

Nebr., Dec. 6 to 8. 


annual 
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In the important factor of PERFORMANCE, the 
BENNETT Series 371 Gasoline Pump is as out- 
standing as it is in APPEARANCE. 


Styled to enhance the profitable attractiveness of 
any service station, the BENNETT is engineered 
to render years of efficient, trouble-free service 
under all operating conditions. 


Testing of all parts and of completed units goes 
on continuously at the BENNETT plant. As an 
example, a stock model, selected at random from 
the production line, was placed on a twelve-foot 
suction lift and operated continuously for a total 
of 400,000 gallons. 


At the end of the run the pump was completely 
disassembled and all parts minutely examined. 
Wear was practically negligible. The clock, the 
meter, the air eliminator, the pumping unit all 
proved their ability to withstand severest usage 

under conditions far more gruelling than 
would ever be encountered in actual service. 


In engineering as well as in styling, the 
BENNETT Series 371, is by every test the 
gasoline pump buy of the year. . . . Write for 
BULLETIN G-6. 


SERVICE STATION EQUIPMENT COMPANY 


FACTORY and EXECUTIVE OFFICES - Muskegon, Mich. 


DIVISION OFFICES: ATLANTA — BOSTON — CHICAGO — DALLAS — 
DENVER — DETROIT — LOS ANGELES — LOUISVILLE — NEW YORK 
— PHILADELPHIA — PITTSBURGH — RICHMOND — SAN FRANCISCO — 
ST. LOUIS — ST. PAUL — FOREIGN DIVISION, 2? BROADWAY, NEW YORK 
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James A. Veasey 


Retiring Nov. 1 from _ active 

connection with the oil industry 
is James A. Veasey of Tulsa, vice 
president and general counsel of the 
Carter Oil Co. For 36 years he has 
been active in the practice of oil and 
gas law, 23 years with Carter, and 
he has been a leader in the oil and 
gas conservation movement in the 


southwest. 


He plans to establish his home in 
Maryland, near Pocomoke City, east 
of Chesapeake Bay, where the Veasey 
family settled generations ago. He 
will be a special lecturer on oil and 
gas law at the University of Michigan, 
in which capacity he served some 


years ago. 














NATIONAL 


PETROLEUM NEWS 





